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FIEL. 

Oil was used for fuel to November 26th when owing 
to the failure of the Railroads to deliver the tank-cars 
we were obliged to use bituminous coal for the last few 
days of the year. Bids for fuel oil were asked for to bo 
oj)ened on the 15th of October but only one bid was 
received, that of the Gulf Refining Company for fl.lTl^ 
j>er barrel, an advance of 23^ U rents over last year; this 
bid was rejected and bids for No. 3 Anthracite were 
asked for and oj>ened on the 19th of November when the 
bid of the Fitz Gerald (*ompany to supply the works to 
May 1, 1908, with coal delivered at the plant for ?2.56i<j 
jK'r ton of 2,tMM) pounds was acceptinl. 

BI'ILDINGS. 

The pumping station will have to l>e enlarged to 
accommodate the new pump and a curb or mansard roof 
put on the building so as to make room for an overhead 
ccNil bin in lM)iler house. 

TAPS. 

Five hundn^d and thirty-thnv new taps have lM*en 
put in during the y<*jir and houm* old services jmt in use; 
the total numlH*r of tapH now in the mains is 5.391 ; of this 
iinniiNT Vu)4 are not in us4» leaving 1,737 taps in service. 

MISTERS. 

Five hundivd and fovty four metei-s were purcliamnl 
<lnring the year; 44 have Ih^i'U <ond<Mnned« 147 are in 
hliop for repjiii*s and inNjMTtion leaving 3,119 in servire. 

WATKK. 

1,<»7H.0:»1.27H gallons of water were |»nm|ied during 
tlie year, an avera*;e of '2.U'**\/2'2'2 jier <lay. an in^rea^M» of 
17S/JI0 gallons per da\ oser last ,>ear. The total How of 
all of the wells on Peeeinlter 31. IfMn;. was l.'JsS.tHl, a 
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falling off of 818,573 gallons since July 1, 1905, when the 
new well at Phelps and Market was completed. As a 
great many services are being put in and the mains greatly 
extended we shall probably have to put down another well 
during the coming year so as to insure sufficient supply 
for fire. Reservoir and aerating basins are in good order. 
The water tower was painted two coats on the outside. 

MAINS. 

?90,000.00 of the recent |400,000.00 bonds issued was 
appropriated for the extension of the water service, this 
to include a new 12-inch high pressure main on Bay 
street from Bridge to Catherine for fire protection only, 
this main to be connected to the water mains until a 
suitable electric-driven fire pump can be installed in a 
fire proof building at the foot of one of the streets to 
take its supply from the river. 

Cast iron mains have been laid during the year as 
follows: On Liberty, 1st to 9th, 3,872 feet; on 9th, 
Liberty to Silver, 2,450 feet ; on Silver, 6th to 9th, 1,412 
feet; on Copeland, Oak to Park, 529 feet; a total of 
^,263 feet of 10-inch pipe. On Highway, Divine to Estelle, 
1,530 feet; on Talleyrand, Duval to Mai-shall, 2,437 feet; 
on Enterprise, Myrtle Ave. to A. C. L. R. R., 2,738 feet ; 
on 8th, Cedar to Hogan's Creek, 1,629 feet; on Copeland, 
Riverside Ave. to Oak, 330 feet; a total of 8,664 feet of 
-8-inch. On Riverside Ave., Lomax to Copeland, 2,144 
feet; on Park, Copeland to Stockton, 1,160 feet; on 
Herschel, Copeland to Margaret, 1-,140 feet ; on Margaret, 
Herschel to Oak, 330 feet; on Duval, Parker to Talley- 
rand Ave., 436 feet; on Church, Talleyrand to Bridier, 
1,930 feet; on Albert, Talleyrand Ave. to Van Buren, 
3,257 feet; on Hill, Talleyrand to River, 647 feet; on 
Beaver W. of Talleyrand, 31 feet; on Swift W. of 
Talleyrand, 66 feet; on Rose W. of Talleyrand, 31 
feet; on Wamboldt W. of Talleyrand, 31 feet; on 
Marshall W. of Talleyrand, 31 feet; on Adams, Spearing 
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to Palmetto, 'M\4 feet; on Jessie, Thii-d to Fifth, 902 
feet; on Walnut, First to Sixth, 2,.%0 fi^t; on Hub- 
bard, Sixth to p:ieventh, 1,610 feet; on Third, Davis to 
('leveland, 1,275 feet ; on Kings Road, Burbridge to Mr.vtle 
Ave., 2,005 feet; on Mvrtle Ave., Kings Koad to Church, 
2,iuU feet; on Tnion. Burbridge to Cleveland, 600 feet; 
hydrant branches 5:U feet; a total of 24,145 feet of 6inch 
I»i|ie; making a total of cast iron pipe laid during the 
vear 41,072 feet. 



GALVANIZED W. I. MAINS LAID DURING 

WHKRE ijMD 2-In. H-In. 

On Catherine, S. of Union 375 

On Washington, N. of Ashley 312 

On Second. Ionia to Walnut 482 

Stockton. N. of Oak to Lydla 752 

On Lydla. W. of Stockton 310 

On RoBelle. E. of Park 139 

On Jefferson, N. of State 191 

On State, N. of Myrtle avenue 180 

On Florida Ave.. N. of Albert 170 

On Jackson, E. of Riverside Avenue. 150 

On Ninth. E. of Liberty 263 

On Ionia. N. of Fifth 122 

On King. Oak to Herschel 3(;9 

On HerHchcl. W. of King 248 

On Ma<llHon, S. of Duval 

On (;rant. E. of Van Buren 392 

On Montrlcf Road. N. of Eighth 3o<) 

On JcffiTHon. Hloxham to Eagle... 49.'> 

On Eagle. VV. of Jcfff^rson 1»;2 

On Van Burcn. S. of I»rne .'>I«2 

On Lllif-rty, S. of Fifth 189 

On Si«ln«*y. W. of Margaret r,o 

On lllindlh. 8. of Mlsnourl to Blox- 

ham :;r.H 

On Bloxham. E. of Illinoin \\:, 

On CoiM'iand. N. of Oak 1"!* 

On SiM-aring. N of B<-avcr \:\\ 

On Bri'lK-. rf. of I)»i\al 

On HrPH. h.'l. K (»f ('oi»*'Iaii'l tl- 

On .V'WT.an. S u\ Sfnt.* \:u\ 

nn Ho^4.ih., K (,f I.i.rnon 1'mi 



1906. 
U-In. 



Mn. 



30 



3o 
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Extensions — CJontinued. 

WHERE LAID 2-In. l^-In. li-In. 1-In, 

On Hubbard, S. of 11th 451 

On Highway, W. of Devine 189 

On Jessie, S. of Highway 446 

On Eighth, W. of Hubbard 295 

Davis, N. of Cookman Institute 60 

On Lafayette, S. of Duval 163 

On Pleasant, N. of Highway 454 

On Fourth, E. of Walnut 288 

On Orange, E. of Laura 50 

Herschel, W. of Stockton 131 

On Evergreen, S. of Darwin 288 

On Georgia, S. of Church 79 

On Bridge, S. of Church 133 

On Fifth, E. of Walnut 364 

On Lee, N. of Ward 137 

On Lomax, E. of Riverside Avenue . . 282 

On Second, W. of Walnut 80 

On Market, N. of State 169 

On Jessie, S. of Eighth 346 

On Margaret, S. of Oak. . . : 180 

On Franklin, N. of Church 277 

On Margaret, S. of Riverside 115 

On Duval, E. of Ware 162 

On Lee, N. of Second 244 

On Copeland, S. of Riverside Avenue 72 

On Clark, N. of Fourth 329 

On Johnson, N. of Second 174 

On Georgia, S. of Beaver 172 

On Parker, N. of Duval to Beaver.. 524 

On Madison, S. of Union 154 

On Georgia, N. of Church 50 

On Sixth, E. of Walnut 93 



14106 
Making a total of 2 miles 4,506 feet. 



900 



60 



FIRE HYDRANTS. 
Fire hydrants are in good order, fifteen hydrants 
were repaired. New Mathews hydrants were set in place 
of old ones at S. E. Enterprise and Myrtle Ave.. Walnut 
and Sixth and Liberty and First. 
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The following new fire hydrants have been set as 
the mains were extended : 

N. W. Riverside Ave. and Water St. 

3. E. Riverside Ave. and Margaret St. 

S. E. Riverside Ave. and Goodwin St. 

S. E. Riverside Ave. and Copeland St. 

S. E. Park and Osceola. 

S. E. Park and Stockton. 

S. W. Herschel and Margaret. 

S. E. Herschel and Goodwin. 

S. E. Herschel and Copeland. 

N. W. Highway and Claude. 

N. W. Highway and Woodlawn Ave. 

N. W. Highway and Estelle. 

S. W. Duval and Talleyrand Ave. 

S. E. Church and Weare. 

8. E. Church and Victoria. 

S. E. Church and Parker. 

S. W. Church and Talleyrand. 

8. W. Beaver and Talleyrand. 

8. E. Albert and Georgia. 

S. E. Albert and Franklin. 

S. E. Albert and Bridier. 

S. E. Albert and Weare. 

8. E. Albert and Victoria. 

8. E. Albert and Parker. 

8. W. Albert and Talleyrand. 

8. W. Hill and Talleyrand. 

8. W. HIM and River. 

S. W. Swift and Talleyrand. 

8. W. Rose and Talleyrand. 

8. W. Wamt)ol<lt and Talleyrand. 

8. W. MarHhall and Talleyrand. 

E. 8lrle EnterprlBP between Myrtle Ave. and 8. A. L. Ry. 

8. W. EnterpriBe and RnHhlnp. 

8. W. Enterprise and Tyler. 

8 W. Enterprise and Akron. 

S. W. Enterprise and K of A. C. L. Ry. 

S \V Enterprise and half way b«'t\\«Mi Tyh r and Akron. 

S K I'nlon and Tleveland. 

N K Adam** aiifl ralnn-tto. 

S K KnE** Road ati«l rMtnetrry St 

S K KiriCH Hniii\ and rieveland. 

S \V K'r.*:^ Hond and A»il>» r» 
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N. W. Kings Road and S. A. L. Ry crossing. 
N. E. Kings Road and Myrtle Ave. 
S. W.. Davis and south side of Creek. 
S. W. Davis and north side of Creek. 
S. W. Davis and Eighth St. 
S. W. Third St. and Third Ave. 
S. W. Third St. and Fourth Ave. 
S. W. Tnird St. and Fifth Ave. 
S. W. Third St. and Cleveland St. 
S. W. Myrtle Ave. and Ashley. 
S. W. Myrtle Ave. and Beaver, south of S. A. L. 
S. W. Myrtle Ave. and Union, north of S. A. L. 
S. W. Ionia and Fourth. 
S. W. Ionia and Fifth. 
S. W. Walnut and Second. 
S. W. Walnut and Fourth. 
S. W. Walnut and Fifth. 
S. W. Liberty and Second. 
S. W. Liberty and Fourth. 
S. W. Uberty and Fifth. 
S. W. Liberty and Seventh. 
S. W. Liberty and Eighth. 
S. W. Liberty and Ninth. 
S. W. Hubbard and Seventh. 
S. W. Hubbard and Eighth. 
S. W. Hubbard and Ninth. 
S. W. Hubbard and Tenth. 
S. W. Hubbard and Eleventh. 
S. W. Silver and Seventh. 
S. W. Silver and Eighth. 
S. W. Silver and Ninth. 
S. W. Perry and Eighth. 
S. W. Boulevard and Eighth. 
Total 75. 

VALVE??. 

Valves are in good order and have been inspected 
and worked several times during the year to see that 
they were in good working order. The following new 
valves have been set as the mains were extended : 

Duval and Talleyrand, fi-ineh W., 8-ineh N.; Church 
and Talleyrand, 6-inch W. ; Beaver and Talleyrand, 6-incli 
W.; Albert and Talleyrand, fj-inch W.; Hill and Tallev- 
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rand, G-inrh E., <*-indi W. ; Swift and Talleynind, (Much 
W., S-iiuli N.; Eighth Ave. and Tallevrand, « inrh W.; 
WanilH>ldt and Tallevrand, G-im*h W. ; Maniliall and 
Talleyrand, G-inch W.; Churi-h and Hridier, Oineh E.; 
Alliert and Bridier, Hinch E. ; Hill and River, IJ-ineh K,: 
Rivernide Ave. and I^unax, (i-ineh K. ; RiverHide Ave. and 
<*o|M>land, H-inch E., G-inch W. ; Oak and (\)|»elaud, H-ineh 
H. ; Oak and Mai"garet, (Xineli N. ; HerHchell and Cojieland. 
(Jinrh W., Uineh E. ; Highway and P^ntelle, H-inc-h W. ; 
Walnut and Third, «-iuch N., G-ineh E. ; Walnut and 
Sixth, Hiueh X.; LilM*rty and Fin*t. 10 inch N.; Lilierty 
and Third, 10-inrh N., G-ineh W., Uineh K,; LiU-rty and 
Sixth, 10-ineh N., G-ineh E. ; Lilierty and Ninth, 10 inch 
S., 10 inch W.; Market and Ninth, 10 inch W.; Hubbard 
and Ninth, <>incli N., 0-inch S. ; Main and Ninth, lOinch 
W., Oinch N., 0-inch S. ; I^ura and Ninth, 0-incli N.; 
Silver and Ninth, 10 inch E., 10 inch S.; Silver and Sixth, 
10 inch N.; i'ethir and Eighth, S-inch W. ; Kingn Rimd and 
Cleveland, tJ-inch E., 0-inch N.; Kingn Rcmd and Myrtle 
Ave., 0-incli E., 0-incli S. ; I>avi» and Third Ave.. 0-inch S., 
inch N., inch W.; DaviK and Eighth, 0-inch S. ; Cleve- 
land and Third Ave., 0-inch W. ; Church and Myrtle Ave.. 
inch E., t» inch X.; Enterprim* and Myrtle Ave., inch 
E.. inch S.. inch X., S inch W.; Enterpriw aind Aknm, 
»*^ inch E. ; Hay and Newnan. t> inch S. ; Van liuivn and 
,Ic»ssir, 10 inch E. : Total iul 

ReH)HMt fully Hubniitted. 

R. N. Ei.us, 

Suprrinttfidnit. 



WATERWORKS STATISTICS. 

Rkimhit ok 1000. 

Plant built in 1S7I# ho. 

()vin«'i1 by tlir i Itv. 

Coht to i\nu\ $«I*H.i':,7.or». 

S«nir<#» tjf hiippi), flo\^iiiK artesian w«*I1h 

M(h!«» of Htipply, illrtMt ptimpin^ an«l to water tower. 
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PUMPING. 

Builders of pumps, H. R. Worthington. 
Builders of boilers, Babcock & Wilcox. 

Fuel used, crude oil to November 25, and coal to end of year. 
Oil consumed for year, average per day, 18 barrels. 
Total gallons pumped, 1,079,021,278. 
Average dynamic head, 150 feet. 
Number of gallons pumped per barrel of oil, 164,234. 
Cost of pumping based on pumping station expenses, 
112,861.65. 

Per million gallons pumped, $11.82. 

Per million gallons raised 100 feet high, $7.88. 

CONSUMPTION. 
Elstimated population, 42,000. 
Total gallons supplied, 1,079,021,278. 
Average daily consumption 2,956,222. 
Gallons per day to each inhabitant, 70.38. 
Gallons per day to each service, 624. 

DISTRIBUTION. 
Mains, cast iron. 
Size, 4-inch to 20-inch. 
Extended, 7 miles, 4,112 feet. 
Total in use, 55 miles, 657 feet. 
Hydrants added, 75. 
Number in use, 553. 
Stop gates added, 63. 
Number in use, 387. 
Pressure (domestic), 62 pounds. 

SERVICES. 
Materials, galvanized iron and lead. 
Services added 533. 
Number in use, 4,737. 
Meters added, 460. 
Number in use, 3,119. 
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SEWER DEPARTMENT REPORT. 



Jacksonville, Fla., December 31, 1906. 

^'o the Trustees for the Waterworks and Improvement 
Bonds of the Vitij of Jacksonville^ Florida. 

Oentlemen : 

I herewith submit a report of the operation of the 
Sewer Department for the year ending December 31, 1906. 

The sewers have been flushed regularly through hose 
from the fire hydrants in addition to the flushing from 
the automatic tanks. 

Having had so much trouble with leaky joints in 
house connections and at their connections wdth the 
.sewers the Board determined to lay all house connections 
from the sewer to the inside of the curb line for the 
plumbers. Commencing with the Ist of January, 1906, 
all connections have been made by the sewer department 
during the year with good results. 

Hti^eets where brick drains ai*e being laid, as these 
drains will lower the ground water to about the grade 
of the sewer, we have waited for the completion of these 
drains as we can then be sure of making them tight. 
339 house connections with the sewers have been laid. 
Sewers were extended by the sewer department on Liiberty 
from 8th to 9th, 426.5 feet of 8-inch T. C; on I'nion, west 
of Clay, 59.5 feet of T. C. pipe; a total of 486 feet. 

PUMPING STATION. 

The three sewer pumping stations are in good order 
except the one at the foot of Jefferson street which we 
are about to rebuild so as to raise it up to street grade 
-and locate it near the center of the street. 
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kxtp:xsiox of skwf:rs and drains. 

There was approjiriMtod from the nn-ent city IhmhI 
iHHue fKNKOOO.OO for the extetiHion of the ^4ewe^H and 
flKMNNl.tX) for the exteiiHioti of the draiiiap* HVHtem. 
After advertining for bidH, the eontnut for the w*\v«t 
work wa« awarded to D. M. Baker and the drains to 
Bryan & Conijuuiy. 

The folh)wing work haH lK><»n done nnder the eontrart 
with D. M. Baker: SewerH were laid on Oneeola, St. Johns 
Kiver to Rowlle, a,0H<>.3 fivt of 12-indi T. i\ pi|>e; on 
Bay Street, Stnart to (Mevehind, 477.4 f*H»t of Idinrh 
T. i\ pii>e; on (1eve!and, Bay to Ward, r>:U.:{ of 10 inch 
i\ I. pijie; on Sixth Htre<»t, LilMMty to Ionia, S7*J feet 
8 ineh T. (\; on S<»venth street, Lil>erty to Walnnt, 40J.2 
feet T. (\; lOighth stnvt, hilK»rty to Walnnt, 4115 feet 
H-inch T. <\; Walnnt sti-eet, Fonrth to Kighth. l,!>2;i.4 feet 
Sineh T. <\; Fifth stnn^t, Walnnt to Ionia, 4tM;.2 f«»et 
Sineh T. (\: Fonrth stre«*t, Walnnt t<i Ionia, 4<)7/J fet-t 
T. i\; Market street. Fifth to Ninth, \J1U:2 fwt S inrh 
T. i\; Ionia street. Fifth to Fonrth, 4(MUi feet Sineh T. 
i\: Dnval str«M»t, P^-aniklin to Weir, JUo.S feet S indi 
T. i\; Dnval stnvt, Talleynind to Vietoria, X\UA f<M»t of 
Sineh T. i\; Tsilleyrand Ave., Wandioldt to Mai-shal, 
."ilK'i.S nN»t Sineh T. i\; Oak strtM»t, <'o|M»land to Stmkton, 
\jn2.'2 Un^i S inch T. i\; Oak stn»et, Barrs to King, 1)7S.S 
Uh*{ Sinrh T. i\; Margan*t stn^'t, Kivei-side Ave. to Oak. 
L*1I5..*) ft'^*! Sinrh T. i\: Oak stn*<»t, Mairgaret to ifiNNlwin. 
5«m;.1» f«M*t S inth T. i\; llersrhell stn»«»t, Osr<M»la to 
MargiiH»t, 1,7:{7.2 f«M»t Sineh T. i\: Park stii»<*t, OiMuiwin 
to St<M kton. 1,7:{<»,2 fret S inrh T. i\; Lydia sti-e^'t, Os^-eola 
to Miirgjin»t. 1.744.r» Un^t Sineh T. i\; Riverside Ave., W. 
itf 1^'MTs t(» Kinjr. *2Tu\/2 f<N»t Sinrh T. i'. ; I'nion stre*»t, 
t'l;i\ t«i .h»trersnn, tiOO..") Un^t S incli T. i\: Bridge street. 
Inion to Statr. *>>.* fi^t Sinrh T. i\: State stnM»t, 
Bridut' to M;idis«»n. S1M.:{ ff<»t Sinrh T. i '. ; State str«H»t, 
I^N* to <'Ir\rl;ind. 1/J1LV2 ftN't Sinrh T. i\: ItiMiver strtH-t. 
rnilnidp* to t Ii-M-hnul. XM'kU U^^t s inrli T. i\; I'nion 
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Street, Burbridge to Cleveland, G72.(> feet 8-ineli T. C; a 
total of 26,522.2 feet or 5.02 miles. 52 manholes were 
built on these sewers at street intersections. More would 
have l>een accomplished if not for the delay in the delivery 
of the cast iron sewer pipe. 

Under the contract with Bryan & Company the fol- 
lowing drains have been constructed: 

On Main street, outfall at river 3 24-inch T. C. pii)e, 
352.1 feet; outfall to Forsyth street, brick and concrete, 
60x16, 524.25 feet; Forsyth to Adams, brick and concrete, 
24x48, 279.5 feet; Adams to Monroe 36-inch diameter, 
brick, 558 feet ; Monroe to Church 30-inch diameter, brick, 
558 feet ; Church to Beaver 24-inch diameter, brick, 531.8 
feet; Cedar street, Hogan's Creek to Caroline street, 
40-inch diameter, brick, 923 feet; Caroline to Orange, 
36-inch diameter, brick, 594.3 feet; Brick Yard Branch, 
Church to Beaver, 36-inch brick, 665.8 feet; West on 
Beaver to S. A. L. Ry., 36-inch brick, 546.1 feet ; Liberty 
street, from end of drain to Hogan's Oeek, 36-inch brick, 
405 feet; Osceola street, St. Johns River to l*arker street, 
30-inch brick, 1,310.4 feet; Silver street, Springfield Park 
to Eighth, 24-inch brick, 2,672.5 feet; Springfield Park 
to Hogan's (^'reek, 24-inch cast iron pipe, 308.7 feet; 
Liberty stn^t. Eighth to Tenth, 24-inch brick, 938.1 feet; 
Post street, St. Johns River to May street, 24-inch brick, 
779.3; Margaret street, Lemon to Roselle, 24-inch brick, 
1,654.2 feet. The following ai*e of Terra Cotta pipe: 
Magnolia, Foi-est to Date, 391.7 feet 15-inch; Jefferson 
street. Ward to Monroe, 543.8 feet 15-inch; Forsyth, John- 
.son to Stuart, 375.9 feet 15-inch; T^mon strcn^t, Margaret 
to Gilmore, 962.3 feet 15-inch; Margaret street. Post to 
Fisk, 200 feet 15-inch; Davis street, Cnion to Beaver, 
270.9 feet 15-inch; Beaver to Ashley, 29S.5 feet 12-inch; 
Monroe sti-eet, Jefferson to Madison, 537.8 feet 12-inch ; 
Madison street, Monroe to Church, 526 feet 12-inch; Lee 
street, Forsyth to Duval, 1,120.8 feet 12-inch; Duval 
street, I^ee to Johnson, 453.9 feet 12-inch ; Johnson street, 
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Ouval to Church, 211.7 feet 12-indi; Cleveland ntreet. 
Tnion to Kings Road, 645.8 feet rj-iiirh ; Hnrhridge street, 
rnion to KingH Road, 5H4.8 feet 12-ineh; a total of 
20,724.9 feet or 'AA)tl niilen. GO inanholefl were built on 
these drains. 

Resfieetfullv Hubniitted, 

R. N, Kllih, 

N npnin teti dm t . 
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ELECTRIC DEPARTMENT REPORT. 



Jacksonville, Fla., December 31, 1906. 

To the Trustees for the Waterworks and Improvement 
Bonds of the City of Jacksonville^ Florida. 

iiENTLEMBN : 

I herewith submit a report of the operation of the 
City Electric Light Department for the year ending 
December 31, 1906. 

The receipts from lighting and power for the past 
year amounted to |223,684.29, an increase over last year 
of 137,614.81. The cost of operating the plant was 
1112,965.12. The earnings of the plant were f 110,719.17 
of which sum |60,128.48 was expended in new machinery, 
boiler, transformers, meters and line extensions. 

The output of current for the year amounted to 
4,610,493 K. W., for which we received 4.85 cents per 
K. W. The cost per K. W. of cuiTent delivered at the 
switch board based on station expenses f 71,407.70 was 
1.54 events j)er K. W. ; based on total operating expenses, 
1112,965.12 it was 2.45 cents per K. W. 

A contract was made in November, 1905, with the 
Allis-Chalmers Company, of Milwaukee, for two 500 
K. W. steam turbo-generators, and one with the C. H. 
Wheeler Engineering Company, of Philadelphia, for the 
condensing outfit for the two turbines, all to be delivered 
by June 15th of this year. To make room in the ])0wer 
house for this machinery it was necessary to remove No. 
2 Tandem Corliss compound engine, part of the main 
counter shaft, and their foundations ; the work of removal 
was commenced on April the 10th; after removal of the 
foundation a basement was excavated to a depth of 8 
feet below the engine room floor for the condensing 
apparatus. As the excavation was below the walls of the 
I>ower house it was necessary to underpin the walls with 
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eoiHTt*te a8 the excavation was made. A he»\\\ roiien»le 
f1(H>r waH piit in the ham*nient and the foundatitm eoni 
pleted ready for the turbinen h\ the latter |MU-t uf •Inne. 
Owing to a prohmged strike in the ft^nndrien of the 
AlliH-(*halniei*M <'oni|iany the flr^t turbine wan not 
delivered until Novenil>er and after ei-eeting thin turbine 
it waH diHeovere<l thjit the Hhaft of the roter of the gen- 
erator had l>een l>ent in transportatitui ; this ranntMl 
another delay until ai new mter eould Ik* proeuriMK eon- 
wMpiently tluH niaehine waH not put in o|H*ration until 
the lant of iHM-enilier. The 50 K. W, engine-driven exiiter- 
Het for the two turbines wan re<-<Mve<l and net up liefon* 
the arrival of the flivt turbine. A new h wit eh Inmrd ban 
iM't^n partially built on the east nide of the |M)wer Iioum* 
t(» Huit the new ronditions; the niaehine panels for the 
new turbines have Inhmi S4't and the turbine panels <if the 
old Ismrd i-enioved to losition in the new Isiard. 

A new A. & T. water tulH» Isnler of 2r>t> H. P. was 
IsMight and rn't in the position from whieli the old t 'aid- 
well boiler was nMiioved. Tin* ejist end of the main steam 
pi|N* was enlarged and prtividtnl with pro|N*r tittings and 
valves so as to supply the new turbines and their auxili 
arit's with steam; provision was also math* in tins pi|N* 
for supplying another turbine with steam. Owing to tl:i» 
uiiexj «mIimI delay in delivering the turbogenerators after 
having taken out Is'lted generators of 'MO K. W, eapaeit\. 
to make nMim for the new maehinery, we weiv very slmrt 
ill geiieiatnr rafiaritx. and it was with great dlHienltx 
e\fn wlini rarning marl\ r»U \.vv rent overload that wv 
wen* able to Hiip|»l\ the demand for curi-eiit. 

To .Hid to our tronbleH the rtuigestioii in the freight 
\ai«lh iNMiiiMc Ko a«iite during the latter part of Novem 
Inm* th;it it was iiiipossibte to kn*p np tlir supply of fuel 
oil wliirh \\i\H fiinii^JHMl to ns fi-om Tampa, over the 
A, «'. L. H. H. AltIioii;:h wr li:id stor;ig(> rapaeit,\ for 
iiioi-** tJKiii ]'2 da>s Mippl\ of oil. w«» were eiitin»ly out <ui 
tih* \l'Ui\ and Ii;m1 to Ninit down tlir plant for two jind one 
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half hours while two of the l)oilei*s were prepared to buni 
coal ; durinji^ December we were obliged to use coal under 
four of the boilers; not being properly equipped for coal 
burning and the uncertainty of the supply of oil caused 
us much trouble and annoyance and made the service 
very i)Oor. 

Bids for fuel oil were to have been opened on October 
15th, but there being only one bid received, and that for 
f 1.17i-4» per barrel, an advance of 23 1/^ cents over the price 
previously paid, the bid was rejected, and bids for Xo. 
3 Anthracite coal were advertised for and opened on the 
19th day of November. The bid of the Fitz Gerald Com- 
pany of this city to supply No. 3 Anthracite delivered at 
the plant at |2.56i4. per ton of 2,000 lbs. was accepted, 
and the bid of the Parson Manufacturing Company of 
New York to equip the boilers with their system of forced 
draft for burning small anthracite coal was accepted and 
ordered put in as soon as possible. No. 4 boiler was 
equipped and put in service on December 31st. 

Two new circuits for sti^eet lighting have been put 
up, a 100-light air-cooler series transformer has been 
installed, and about 80 additional street lights put up; 
and a number of the 50 c. p. incandescent lamps replaced 
w^ith 4-ampere enclosed arcs. The lines for house lighting 
have been extended in every direction to keep up with 
the growth of the city. 622 new services were cut in dur- 
ing the year adding 12,075 16 c. p. lamps and 132 H. P. 
of motors. 

Our boilers are being driven considerably over their 
rated capacity and it will be necessary to increase our 
boiler capacity in the early part of next year; this will 
necessitate the building of a new chimney of large 
capacity so as to accommodate the new boilers and do 
away with the temporary iron stack and the original 
chinine}' which is in bad shape. 
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The genenil condition of the iiuuliiiiery of the plant 
JH aK followH: 

BOILKRS. 

No. 4 IK the new A. & T. boiler put up in place of the 
Caldwell and put in H<M*vire May 2?>, llMMi, this boiler ik 
in j;ood order. 

No. 5 IniN had 11 new tul)eK put in; new door arehe^. 
and the briek work impaired; the Iniiler is now in giMid 
condition. 

No. t>: The fnundation of thin boiU»r wattled badly, 
('racking and b»oH4Miinjf the nettinjij, which was taken down 
aind the boiler ntrai^htened up; new nipples were put in 
l>etw<*en the Uick headei-s and the mud drum, and the 
H*ttin}; reluiilt; it is now in phhI order. 

No. 7 and H have had but litth* done to them; the w»t 
till}; is badly cracked and will hnve to Im' partially rebuilt ; 
niie tulH* was put in Nt>. S and several nipples expanded. 

The iHiiler fee^l pumps aiv in phm] order. 

KNtilNKS. 

No. 1 li;id two new valve stems put in on low pressure* 
cyliiidi'r. and the ipiarters on main bearing were rebaln 
bit«Ml. This engine is now too smnll to carry the day-light 
load. The valve p'ar of this eiijriiie im^mIs a thorough over 
hauling. 

No, '2 was itMiioved to imike room for the two new TtiH\ 
K. NV. turbines. 

l-jigiiie No. :t |i:mI new piston rings put in the II. V. 
*\\\uiU*v: crank pin br;isH<*M mid hi;iin iH^aring (piarters 
weiT r«b;ibbit«Ml. Tliis «Mi;^iiic is in \«*iy good condition. 

Tl HIUNKS. 

Till* tlir<M* L'oo K. W. l>eL;i\:i| inrMiics :in' in good 
Older, ii iimiiiImt of the lMMrin;:s were reb;ililiifed. On the 
L'^tli of .hiiic lii^liTiiin:: btititl out :mi iiiniiiture coil in 
tile t;ener.iit»r ol No. :i iniI»iiM': iImn \\;js ri'pnired. 
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On March 20th the hydraulic* governor was placed on 
the 500 K. W. Curtis turbine in jilace of the electric one, 
which governs the niadiine much closer than the old one. 

On August the 20th the 500 Curtis turbine was badly 
damaged by excessive speed, wrecking the genemtor. etc., 
the emergency device not operating quick enough; the 
cause of the accident was the failure of the controlling 
valves to operate; this in turn arose from the parts of the 
c*ontrolling valves being clogged by fibre packing from 
the oil pump. The General Electric Company replaced 
the damaged parts and the machine was again placed in 
service on the VM\\ of October. Metallic packing was 
placed in the oil pump in place of the filler packing. The 
top, bottom and middle guide btnirings of the Curtis tur- 
bine were rebabbitted. 

On Octolier 22nd the 75 K. W. direct-connected 
engine-driven exciter-set furnished by the Allis-Chalmers 
Company for the two 500 K. W. turbines was put in 
operation. 

CONDENSERS. 

No. 1: On December 4th at 1 P. M. the valve stud 
of pump broke off and fell back of the pump piston and 
broke the pump rod ; a new rod was turned u[) and put 
in and the valve stem re[)laced by 5 P. M.; this condenser 
needs a general overhauling. 

No. 2: In the latter part of July put in new pump 
linei^s, jiistons and pistcm rods, and bushed all moving 
j)arts of valve gejir; this condenser is now in good order. 

No. 8: This condenser is in good order exce])t the 
condensed water pump; a new pump has been ordered for 
this condenser. 

No. 4 is in good order except the circulating ]nimp 
which needs overhauling. 

Counter shaft and clutches are in good order, and the 
generators and switch boards are all in good order; the 
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iDHulation of the HriiHli arc iiinchiue is pitting fH>or; 
several coils burnt out during the year. 

TRANSFORMERS. 

M tmnsforniers of 501.5 K. W. capacity were l>ought 
during the year. The total transformer capacity now in 
UHc is 2,07,*{.5 (M|ual to 5.*{,47(> IG c. p. lamps. 

MKTKRS. 

Thei*e have l)een lM)Ught during the year ijHl meters; 
two metei-s were ruined by overUNiding and three were 
deHtroye<l by tire in buildings that wen* burncHl; there 
are now ll.iMH) in the department. 

Res|)ect fully submitted, 

R. N. Ellis, 

Supaititvudvnt, 



ELEtTRIC LI<;ilT PLANT STATISTICS. 

RmniRT OK 1906. 

Plant built in 1895. 

Extended in 1898. again in 19oi and again in 1903. 

Cost of original plant $ 76,675.99 

Exten.slonH and improvements 348,875.68 

Total ooHt to De<emt>er 31. 1906 $425,551.67 

MACHINERY. 

Four BalMO* k 4 WiKox boilers of 3r»o horsepower each, one 
Aultman k Taylor b«II*»r of 3r»u hor8«»power, and one of 250 
horsfpowiT. 

()n«* KlN'rStowell rorllHs ^^()^H compound engine of 75T> 
Ijoth* powrr. and two Hamilton C<)rllj*y tainlem compound of 350 
hor**«'|M)wcr ea* h 

Two K'ncrul cl**ctrlf mono* vrll* gcncrntoPH of 25o K. W. 
*'a< h Thr«*«' No. 11 bru-^h art flynamos, ^iith a capacity each of 
iL'.'i lik'h'H of 2. •'<»'> tanclU' powtT One (lir«Mt (Mirrcnt l.'.o K. W. 
r,nn vdlt g#'n*Tator 
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Two 300-horsepower condensing DeLaval steam turbines, 
direct connected, each to a 20G-K. W. alternator. 

One 200-K. W. DeLaval 500-volt direct current turbo-genera- 
tor. 

One 500-K. W. Curtis alternating turbo-generator. 

One 500-K. W. Allls-Chalmers alternating turbo-generator. 

The following street lights are supplied: 

158 open arcs at $7.50 per month each, of 2,000 nominal 
candle x>ower. 

280 4-ampere alternating arcs at $4.50 per month each. 

140 series incandescent at $2.08% per month each, of 50 
candle power. 

21 32-candle power ordinary incandescent at $1.25 per month 
each. 

CHARGES FOR LIGHT AND POWER. 

All-night arc lights, 2,000 candle power, $7.50 per month. 

Twelve-o'clock arc lights, 2,000 candle power, $6.25 per month. 

Incandescent lights are charged for by meter measurement 
at the rate of 7 cents per K. W. 

Not less than a minimum charge of $2.00 per month is made 
for any service. 

The city pays for the lights used for public buildings and 
streets at the same rates as above. 

Power is charged for on a sliding scale from 7 to 3 cents per 
K. W., according to quantity used. 

A minimum charge of $1.00 per month per horsepower of 
motor is made for elevators. 
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FIRE DEPARTMENT REPORT. 



Jackhonvili.e, Fi,a., Dereiiilier .'U, llMKi. 

To the Board of TruatvcH for th^' WutmcorkH and 
iniprorrmrnt liondn of thr (*itf/ of Jarkxo»n'i!!i\ h lorida, 

Sibh: 

1 have the honor to Kiihniit the iiiiiiual lepoit of the 
Fii-e m*|M)rtiiient for the year endinji: Deeeiiiber .'5lKt, 
l!MI«, the twelfth siiueyon have had rharp* of the IK^part- 
iiient, the fifteenth Hiiire 1 have Ikhmi its ehief and the 
twentieth Hinre its orpinization. Thin it*{>ort lontainH a 
detaUed Ntiitenient of all firen and ahirnis that have 
orrnriiMl during; the year, with an (^tiniate of the value. 
iuHuranee. |)ro|N>rty Iohk and inKuninre Iosh, on buildings 
and rontents; alno the loration and the «*auHe of each fire 
an near an eould Im» anrertainecl, iind nurli other informa- 
tion as I Wlieve will l»e of interest. 

MANTAL FOKCK. 

The manual foree was inm^ased during the year by 
the addition of thirte<Mi new men making the total foret* 
ftft\ one, asHJgued to duty as follows: one rhief. two 
assistant rhiefs. S4*ven foiiMnen, two engin«M»rs. two stok- 
rrs, nine drivei*s. twenty S4»ven privates, and one sujierin- 
tendent of fiiv alarm. 

APPAHATrs. 

Th«' apparatus in iihe was incrcasinl during the year 
by phicing in siMvire the ies4M-vr iMigiiie and the s«*rviei» 
luM»k and ladd<*r trnrk at station No. 4. Then* are in 
siM\ in* at pn'WMif l\\o wm\ ice \i*Htk and ladder trurks, 
two roiiilMii.iiiun riM'iiiirjil :iim1 Im»s<» wagons, tliHM* two- 
li*»i-M* Iius*' \\;i;:t»ii^. two sliMin tin* «'n;:in<*N and one rliiers 
l»Mi::^\, Tin* n^'iM M' :i)nt;ir;itUK r«in».i«<i|< of on*' fifty-five 
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fiM)t Hay'H aerial hook and ladder truck, two two-horse 
hose wagons (one of which is used for a coal wagon) and 
one chief's bnggA. 

HOSK. 

Two thoiisiind feet of hose were purchased during 
the year and two thousand one hundred and fifty feet were 
condemned. Of the condemned hose there was sold to the 
Hoard of Public Works three hundred and six feet, to the 
sewer department thi-ee hundred and fifty feet, and to out- 
side parties two hundred feet. There is in service eleven 
thoumind eight liundi-ed and fifty feet of serviceable hose. 

HOrSES. 

Station number one is in good condition, Iiaving 
been painted outside during the year. Station number 
two is in poor condition; it is a frame building and 
should l>e replaced with a brick building as it is on one 
of the principal sti*eets and is not in keeping with the 
other city buildings. Station numl>er three is in good 
condition, it was painted inside and outside during the 
year. Station numl>er four is in good condition; it was 
painted on the outside during the year. Station numl)er 
five was overhauled and [lainted inside and outside dur- 
ing the year. All the painting on the houses was done 
by the members of the department. 

HORSES. 

There were five horses purchased during the yejir; 
four for the wagons and trucks and one extra for chiefs 
buggy. There were three sold, le-aving twenty-four in 
service as follows: Four for hook and ladder trucks, four 
fiir engines, ten for combinations and hose wagons, two 
for chief's buggy and four extra. 
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FIKE ALARM TKLEGRAPH. 

This bruueh of the service hu8 l)een aidde<] to during 
the year by the plaieing iu serviee of ten new ahirni lK)xe« 
located eh followH: 

i'orner Talleyrand avenue and All)ert Ktw»et. 

Corner Talleyrand avenue and Wanilnildt Htrei*t. 

<'orner Talleyrand avenue and A. C. L. R. R. 

Comer Fifth and Liberty Htreets. 

Corner Riverside avenue and King street. 

Corner Davis and Eighth stre<»ts. 

(^orner Highway avenue and A. (\ L. R. R. 

i'orner Jessie and Franklin stnH»ts. 

Corner Kings Road and Myrtle avenue. 

Corner Enterprise and Rushing streets. 

The alarm consists of one ten-circuit automatic 
n*|>eater, one eight-circuit storage battery controlling 
board, one hundred and forty cells storage Imttery, 
seventy-three key boxes and nine keyless Imixcs. a total of 
eighty-two tnixes, tive L'l-inch gongs, thnv H-inch gongs, 
three G-inch gongs, one tap|>er, forty-eight miles of insu- 
la te<l copfier wire and one hundred and seven ty-flve |K)les. 

1NSPE< TION. 

The ins|NH'tions of pn»miK<»s in the business part of 
the city an* made ont-e a wiH*k by the officers, and all com- 
bustible material is ordertM] miived or stoi*e<l in such nmn- 
ner that it will l>e the least <iangerous in case of t^re. 

ACCIDENTS TO EMPU)YEi:s. 



D«tr 






Nam* 


How iDjured 


pay* 
Lost 


infwmni 
typaW 


January 


9 


a E 


Hlackman 


Fell thro' polehole . 


8i 


|13 77 


March 


30 


J B. 


Cottrell 


Hand injured 


7i 


11 96 


June 


I 


Win 


(Mtalker 


Nail in foot 


U 


18 a% 


August 


I 


M I- 


. WelU. 


Thn)wn by horse . 


21 


33 87 


Nov 


It 


('. L 


Hnplow 


Thrown by hone 


MH 


107 25 


N<»T 


27 


M.(J 


. Heniiinng 


I^ejc injiinnl. . . 


none 




Dec 


IM 


Jno. 


Kownn . 


Hand burned 


none 

S8i 


♦1K5 30 
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In addition to the above there was paid for doctors' 
bills the amount of one hundred and twenty dollai's and 
Mty cents, making a total of f305.70. 

IMPROVEMENTS. 

A new hook and ladder at station number four with 
seven men, one second assistant chief, one foreman, one 
driver and four privates. The reserve engine was plac*ed 
in service at station number four with an engineer, stoker 
and driver. There was one man each added to hose com- 
panies number two, three and five. There was a Hart 
turret nozzle placed on number two wagon. There were 
ten fire alarm boxes and two 6-inch gongs installed in the 
fire alarm. 

FIRES. 

The department responded to 804 fires and alarms 
during the year, 70 more than in the year 1905. There 
have been several fires during the year in the business sec- 
tion of the city that were very serious; the work of the 
department on those occasions was all that could be asked 
or expected. 

THE TWO LARGEST FIRDS OF THE YEAR. 

October 29th, 11 :35 p. m., box 15, for a fire at 7 and 9 
E. Bay street owned by Dr. J. C. L'Engle and E. J. 
L'Engle and occupied by J. D. Horn Company. 1, 3 and 
5 E. Bay street was slightly damaged by this fire. The 
value of the buildings and contents, where insurance 
claims were made, are as follows: value f 179,000.00, 
insurance f 124,500.00, loss f 57,749.00. 

December 26th, 2:20 a. m., box 14, for a fire at 14 
Hogan street and 205 W. Bay street, owned by Mrs. 
Rosa Grunthal and occupied by the W. J. Wilson Dry 
Goods Company. 201 and 203 W. Bay street owned by 
I. Grunthal was also damaged by this fire. The value of 
buildings and contents, where insurance claims were 
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iiinde, were an followH: Value $101,(MMI.OO, iu8urant-e 

CATSK OF FIRKS AND ALARMS. 

Sparkn from rhiiiiney WTt 

l-'iikiiown 44 

Falne alarum 21 

UraHH biiriiiii|>: VI 

I Wei't ive rtuen i:{ 

TniHli buriiiDK 10 

< MiiiiiiieyH burning out IH 

Ker(»Hene lainpH 9 

Klei*trie wiren S 

Sparks from bMomotive 7 

i ^augbt from ntove Ti 

hufudiarv U 

Out of rit.v 5 

i laHolene Htoven 4 

DefiMtive fin» phu-e 4 

SupiNweil iufendiarv 'A 

HatH an<l matrhen :\ 

Slab pit :< 

AHtieH in wood 'A 

Oil stove 2 

<*arlrKShess with nuitehes 2 

HiiiiH burning 2 

t'nrelessneKM with gasolene 2 

Fin»works 2 

Toal from stove 2 

From <»ven 2 

r\ii^in^nvH 2 

Strjiw burning 1 

Hot rindeit* in mv 1 

From f urmne I 

pjiintiM *s lorrli I 

MnKipiilo n«'t 1 

tijiK H|n\«' 1 
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Smoking range 1 

Cigar stump 1 

Telegraph pole 1 

Defective ehimney 1 

Tinner's pot 1 

Stove falling over 1 

leaking gas pipe 1 

Paper burning in flue 1 

Spark from electric light 1 

Spark from pile driver 1 

Fire j)ot 1 

Pot tar boiling over 1 

The alarms were received as follows: 

Box alarms 187 

Telephone alarms 105 

Still or verbal alarms 12 

Total :M)4 



<}EXKRAL STATISTICS AS TO FIRK LOSSES. 

I Property Directly Inyolyed ' Actual Losmr 

I Value InsuraDce !i Property Loss Insurance Loss 

Buildings | $618,176.00 $46I,885.0o' $44,150.00 $41,520.00 

Contents 823,400.00 ttl7,100.00! 124,502.00 122,307 00 

Totals . . . $1,441 ,576.00 $1,068 ,986.00 $168,652.00 $163,827.00 



In conclusion I desire to thank the officers and mem- 
bers of this department for the faithful manner in which 
they have performed their duties, and to your honorable 
body I wish to extend my thanks for the many kindnesses 
shown me since my connection with this dejiartment. 
Respectfully submitted, 

T. W. Haney, 
Cliirf Firr Department. 
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POLICE DEPARTMENT REPORT. 



JArKSONVILI.E, FlA., 1 )tH-OllllHT 31, l!MKi. 

To thr Mayor and Hohrd of Bond Tnttttevs of the City 
of Javksonville, Horida. 

KiR«: 

Herewith are Hubinitted the KtatiHtirH for the vear 
IIMK;, lieinj? the eighth report by uie niuee the preneut 
adiiiiuiHtrative l)oard wan eiii|M)were(l to art, and the 
tenth rejKirt Hini-e I l>eeanie chief. 

Thene KtatiKtirH H|)eak for theniHelven, ipving every 
one iuterented in the 8ubje<'t the opportunity to compare 
the totalH for VMHi with each of the previouH live yean*. 
The unnettUHl eonditionH during the year of the big eon- 
flagration extending <iver into the following year brought 
into our niidnt a eoni|iaratively large nunil)er of |M*rHonH 
both ignorant of our lawn and euHtonm and eriniinally 
ineline^l, aK nhown by the comparatively large numlier of 
am*HtH; and the totaln Hhown for 19(Ki, 25 j>er <*ent more 
than for each of the three previous yearn, and but little 
more than for IIMU. exhibit a condition which may lie 
explaincMl on varioun different hyiKithesen. 

The Hniall increane in the numlM^r of the nienilN*i*M of 
thin department for llMMi over that of the previoun year 
alIow<Hl in the budget, dcM^ not account for the incnniHe 
in the total nalary item. The explanation in the increane 
of ci»ni|»enHation which was norely m^Mled. The increane 
in living ex|H»nHeK was mi evident that the city budgi*t for 
ItMMi provided for raining the nalariew. The pay for this 
n*H|NMiHible, ardmniN and dangerouH work Ik not now 
KutYirient, and yet we appriM-iate that the burden on the 
tax pa\en» nniHt 1m» conHiden*<l. 

The addition of tea men to the forn» wan insistiMl on 
for r.MMi, |»nt the t'onnril would oiil\ allow neven, and 
oiil\ tliiti* iiMMi liavr Im'^*!! added for llie vear 1007, when 
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the need for many more was shown. We need at least two 
more men on special detective duty ; as only two have been 
so utilized up to the present time, and their work while 
particularly successful points out the pressing need and 
the great value of similar services of more men. We 
should also have an experienced patrolman at the foot of 
Main street, at the foot of Hogan street, at the northern 
end of the Viaduct on Bridge street and at the entrance 
to the Union Station, during special hours; and eight 
additional men would be required to properly police these 
four points. The people in the down town districts away 
from these congested places of traffic, as also those in the 
outlying sections of the city, often call for more frequent 
visits by the patrolmen, but without more men these 
requests cannot be acceded to. Our system of patrol is as 
near perfect as the most up-to-date methods can make it, 
with only 63 officers and men for the year 1906, and only 
66 for the year 1907, provided for in the budgets. 

The list of the members of the Department gives the 
names of all who were appointed or who served at any 
time during the year, including supernumeraries. We 
regret to announce the death on July 31, 1906, of Charles 
C. Rentz, who had served on the force for sixteen years. 
Respectfully submitted, 

William D. Vinzant, 

Chief of Police. 
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POLICE DEPARTMENT INVENTORY, 

December 31, 1906. 

Police Station land % 14,000.00 

Police Station buildings to date (cost)... 27,038.42—$ 41,038.42 

Electric System, 36 boxes @ $150.00 5,400.00 

Electric System, switchboard, etc 2,400.00 

Electric System, 61^ miles copper wire. . 2,035.50 

Electric System, installation 897.33— 10,732.83 



20 horses @ $125.00 each $2,500.00 

3 horses @ 150.00 each 450.00 2.950.00 

Saddles, bridles, halters, blankets and vari- 
ous equipment 685.00 

3 patrol wagons 1,100.00 

Harness, stretchers, etc 275.00 

Wagon, cart, ladder, tools and sundries in 

out house 116.50— 5,126.50 

Rifles and revolvers 1,715.41 

Ammunition, belts, holsters, etc 599.45 

Manuals, clubs, whistles, badges, buttons, 

flash lights and equipment 945.18— 3,260.04 

Furniture and sundry articles in various 

rooms on first floor 384.10 

Furniture and essentials in various rooms 

on second floor 2,216.30— 2,600.40 

Record books for 8 years 882.40 

Typewriter 100.00 

Mimeograph 30.00 

Bertillon System book 4.50— 1,016.90 



$ 63.775.09 



CHARGES AGAINST PRISONERS— YEAR 1906. 

Assault with intent to kill 58 

Assault with intent to kill and carrying a concealed weapon 5 

Assault and battery 11 

Assault and battery and using profane language 1 

Aggravated assault 4 

Attempt to rob 2 
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Attempt to rob from the person 1 

Adultery 2 

Abandonment 2 

Asleep on the street 12 

Allowing cattle to run at large within the pound limit (> 

Annoying passengers at depot 7 

Breaking and entering 20 

Breaking and entering and grand larceny U) 

Breaking and entering and assault with intent to kill 1 

Breaking and eatering and receiving stolen goods 2 

Breaking and entering and carrying concealed weapon I 

Beating his way on a railroad train 4 

Bigamy I 

Carrying concealed weapons 32 

Carrying concealed weapon and using profane language.. 3 

Carrying concealed weapon, fighting and resisting arrest. . . 2 
Carrying concealed weapons and using profane and 

abusive language 1 

earless and reckless driving 2o 

Careless and reckless riding 1 

Careless and reckless bicycle riding 2 

Carless and reckless driving and using profane, abusive 

and threatening language 2 

Careless and reckless running of an automobile t 

Carrying a concealed weapon and carrying a repeating rifle 1 

Cnielty to animals 2fi 

Cruelty to animals and violating the hack ordinance t 

Committing a nuisance 2 

Criminal trespaHS 1 

Capias 1 

Cheating and swindling 2 

Doing business without license 9 

DrlvliiK on the sidewalk 2 

nrl\ Irig nvor the Are department hose 2 

T>«»wri«'r from V. S. Army 1 

DiJwharKinK flrt-arnifl In the city limits !♦; 

DiBfharKinr flrcarmfl In the city limits and carrying con- 

(«'aU<i weaiK>n8 13 

DiwiharKinK Are arms in the city limitR and nnlng profane 

InnKtiaK*' 1 

F)ri\ifK an antomol»IU* In a fast and recklesH manner and 

in exceHH of th«' Kp#'«*d limit 1 

I>:K*)ril*'rIy londmt t9r» 

D'Kfmii.rlv M)tidiiit l»v iihinR profane lanKunK** 41 

If-ordeily ccindmt Itv fik'tiMnj; 432 
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Disorderly conduct by fighting and using profane language 15 

Disorderly conduct by scattering sand on a paved street.. 2 
Disorderly conduct by fighting and carrying concealed 

weapons 2 

Disorderly conduct by fighting and resisting arrest 3 

Disorderly conduct by breaking glass on the street 3 

Disorderly conduct by throwing brick bats 11 

Disorderly conduct by using frofane. abusive and threaten- 
ing language 3 

Disorderly conduct by using boisterous language 4 

Disorderly conduct by using profane and obscene language 5 

Disorderly conduct by using profane and abusive language 3 

Disorderly conduct by feeding horses on the street 1 

Disorderly conduct by using threatening language and 

fighting 1 

Disorderly conduuct by using profane language and resist- 
ing arrest 1 

Disorderly conduct by annoying passengers at depot 1 

Disorderly conduct and resisting arrest 1 

Disorderly conduct by using profane language and throw- 
ing brick bats 1 

Disorderly conduct by using profane language and carry- 
ing concealed weapon 1 

Disorderly conduct by hitching a horse to a shade tree 1 

Drunk and asleep 575 

Drunk and asleep and resisting arrest 3 

Drunk and asleep and carrying concealed weapons 5 

Drunk and asleep and vagrancy 1 

Drunk and disorderly 830 

Drunk and disorderly and using profane language. 338 

Drunk and disorderly, using profane language and carrying 

concealed weapons 7 

Drunk and disorderly and resisting arrest 17 

Drunk and disorderly and committing a nuisance 5 

Drunk and disorderly and breaking glass on the street 4 

Drunk aad disorderly and using profane and obscene 

language 7 

Drunk and disorderly and using profane and threatening 

language 2 

Drunk and disorderly and susplcuous character 7 

Drunk and disorderly and cruelty to animals 3 

Drunk and disorderly and indecent exposure of person... 15 

Drunk and disorderly and fighting 100 

Drunk and disorderly and begging on the street 2 

Drunk and disorderly and carrying concealed weapons 41 
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Drunk and disorderly and inmate of a disorderly house 12 

Drunk and disorderly and keeper of a disorderly house 1 

Drunk and disorderly and using profane language and 

fighting 18 

Drunk, disorderly, using profane language, fighting and 

resisting arrest 1 

Drunk, disorderly and discharging firearms in the city 

limits 2 

Drunk, disorderly, discharging firearms in the city limits 

and carrying concealed weapons 3 

Drunk, disorderly, using profane language and resisting 

arrest 16 

Drunk, disorderly, fast and reckless driving 4 

Drunk, disorderly, using profane language and ot)structing 

the street 1 

Drunk, disorderly, using profane, abusive and threatening 

language 2 

Drunk, disorderly and interfering with an officer in the 

discharge of his duty 3 

Drunk, disorderly and throwing brick bats 1 

Drunk, disorderly, using profane and obscene language, 

carrying concealed weapon and resisting arrest 1 

Drunk, disorderly. uBlng profane and abusive language.... 4 

Drunk, diBordorly, fighting, discharging firearms in city 

limits and n^sistlng arrest 1 

Drunk, disorderly, carrying concealed weapons and resist- 
ing arrest 4 

Drunk, disorderly, usInR profane language, carrying con- 
cealed weaiKins and fighting 2 

Drunk disorderly, inderent exposure of person and using 

profane lanKUa^e 1 

I»ru!ik, ilisorderly, fiKhting and uhIuk profane and obscene 

iauKuage 2 

I)ni!jk. dihorderly. Inmate of a disorderly house, resisting 

arreht and n^'ltlK profane lanynaKe 1 

Drunk. dihoid«rly. lii^htirm antl resi>iinK arrest 3 

Dr'ink disorflerly. ^^lltinK and « arryliiK ron»eale<I wea|>on 1 

ntniik d!-onl* r'>. n>inK tlireat»'nitm Ian^:na^*' and <arrylnR 

( oii< 4-al«cl w I'Hpen I 

hniiik ^li^ord♦^h, ii'-lnii profane la!iKuatr«' ami Inmate of 

a 'llHor.l* riv hon-^i- 2 

DfiMiK (It"' r<l» r'\ ami \afi.»TMV . . 3 



Kn.tM //I. ni'-nt 

Trii'M //!♦ m» nt ai d Ian .-ux 

i:ii'»-tih« a li'Miilifit' 
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Interfering with an officer in the discharge of his duty 6 

Interfering with an officer in the discharge of his duty and 

resisting arrest 3 

Indecent exposure of person 2 

Jumping bond 1 

Keeper of a disorderly house 58 

Keeper of a disorderly house and fighting 5 

Keeper of a disorderly house and engaging in a game of 

chance 4 

Keeper of a disorderly house and using profane language. , 6 

Keeper of a disorderly house and suspicious character 1 

Keeper of a disorderly house and drunk 1 

Keeper of a disorderly house, drunk, disorderly, using pro- 
fane language and resisting arrest 1 

Keeper of a disorderly house and selling liquor on Sunday 2 

Keeper of a house of prostitution 1 

Keeper of a gambling house 2 

Keeper of a gambling house and engaging in a game of 

chance 15 

Keeping open, on Sunday, place of business where liquor is 

sold and selling liquor on Sunday 3 

Keeping open, on Sunday, place of business where liquor is 

sold so as to admit the public 3 

Ke<'ping place of business open, on Sunday, and selling 

gror«»rlcH on Sunday 1 

Keeping open, on Sunday, place of business where liquor 

is sold and selling liquor without llcenne on Sunday.. 2 

Lareeny 269 

Larceny after trust 2 

Larceny f n)m the person 5 

larceny from the person and ^rand larceny 1 

Lar««"ny and carrying concealed weapons 3 

Lunacy 8 

L**a\irjK team unhitch«'(l on the street 13 

L"a\|iiir teani iinliit<ln'c| on tbe street and cruelty to 

aniiuais 1 

Lca\inK team nnlilti li^'d on the str**et an^l nsini? profane 

larmuau*' 1 

L»*a\ir>K i«*ani nnbh<h»(i on the str«'«*t an«l annovin*; i)as- 

H» nK»'rs at depot 3 

L<*a\nK team unliitihed ou Mu* strei*t ai: 1 o1»-trii(tin« the 

str»'.t . . 9 

M'lwV.r 10 

M'i!i. itHiM nn«-<bief 2 

*•• timttti: arj o'f, t-r m tlip c!:^charL•♦• of hif^ ilnfv .... 1 
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Obstructing the sidewalk 

Obstructing the sidewalk and annoying passengers at depot 

Obstructing the sidewalk and using profane language 

OtwitmcttMr fhrntrrrt . 
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Using profane language and fighting 

Using profane language and resisting arrest 

Using profane language and Indecent exposure of person . . 

Using profane language and discharging firearms in city 

limits : . . . 
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Interfering with an officer in the discharge of his duty 

Interfering with an officer in the discharge of his duty and 

resisting arrest 
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Obstructing the sidewalk 12 

Obstructing the sidewalk and annoying passengers at depot 1 

Obstructing the sidewalk and using profane language 2 

Obstructing the street 28 

Obstructing the street and gambling 4 

Obstructing the street and using boisterous language 2 

Obstructing the street and annoying passengers at depot.. 8 

Obstructing the street and violating the hack ordinance. . . 3 
Obstructing the street and using profane and obscene 

language 1 

Obstructing Hogan's Creek and using profane and obscene 

language 1 

Obtaining goods under false pretenses 4 

Obtaining money under false pretenses 6 

Peddling without license 4 

Peddling fish 1 

Permitting a dog to run at large, in city limits, without 

being securely muzzled 2 

Passing worthless checks 1 

Passing worthless checks and carrying a concealed weapon 1 

Passing a worthless and uncurrent bank bill 2 

Peace Warrant 3 

Robbery 9 

Rape 4 

Receiving stolen goods 12 

Riding a bicycle on the sidewalk 8 

Running an automobile in a careless and reckless manner 2 

Robbing a bird's nest 1 

Refusing to carry a passenger 2 

Refusing to weigh ice when requested by purchaser 1 

Refusing to assist an oflScer in the discharge of his duty. . 1 

Ringing in a false alarm of flre 1 

Reckless bicycle riding 1 

Suspicious character 244 

Suspicious character and carrying concealed weapons 6 

Suspicious character and resisting arrest 1 

Selling liquor without license 5 

Selling liquor without license and on Sunday r> 

Seduction 2 

Using profane language 49 

Using profane language and fighting 3 

Using profane language and resisting arrest 2 

Using profane language and indecent exposure of person . . 1 
Using profane language and discharging firearms in city 

limits : . . . 1 
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Using profane and abusive language 3 

Using profane and threatening language 5 

Using profane and obscene language 4 

Using profane, obscene, abusive and threatening language 6 

Violating the hack ordinance 33 

Violating the hack ordinance and carrying a concealed 

weapon 1 

Violating the health ordinance 130 

Violating the health ordinance and using abusive language 1 

Violating the plumbing ordinance 4 

Violating the automobile ordinance 2 

Vagrancy lo2 

Vagrancy and suspicious character 4 

Vagrancy and resisting arrest 1 

Vagrancy and carrying a (X)ncealed weapon 1 

Wife desertion 2 

Total 5.072 
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AUDITOR'S REPORT. 



Jacksonville, Fla., December 31, 1906. 

To the Board of Trustees for the Watcrnorks and 
Improvement Bond^ of the City of Jacksonville, 

Gentlemen : 

Herewith I beg to submit for your consideration the 
financial statement for the year 1906 of the departments 
under your control. 

The bonded indebtedness was increased this year by 
the sale on March 5th to Messrs. Hambleton & Co., of 
Baltimore, of f400,000.00 ^improvement Bonds of the 
City of Jacksonville," their bid for which was f 442 J32.00. 
The amount of outstanding city bonds is therefore f 1,768,- 
000.00 at present, bearing five per cent interest payable 
semi-annually. 

The interest paid during the year amounted to 
177,200.00, making a total of f 623,203.33 paid to this date 
on these bonds, and leaving f 6,962.50 of interest due, the 
coupons for w^hich have not been pi^esented to the city 
treasurer for payment. 

The receipts and expenses of both the waterworks 
and the electric plant are herewith given in the shape 
of comi>arative statements for the years 1903, 1904, 1905 
and 1906, and therein show a gratifying increase in the 
amount of business and the {irofits to the city resulting 
therefrom. 

Respectfully submitted, 

J. EvARTs Merrill, 

Auditor. 
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STATEMENT OF INTEREST COUPON ACCOUNT 

Corp«)NH Paid DiRixci iiik Ykar Ending Deckmbek 31, 1906. 

Series No. 18, due May IB. 1903— 

Prom 11.000 bond. No. 531. being one at | 25.00 

Series No. 19, due November 15, 1903— 

From 11.000 bond. No. 531. being one at 25.00 

Series No. 20. due May 15, 1904— 

From |l.m)0 bond. No. 531. being one at 25.(H) 

Series No. 21. due November 16. 1904— 

From 11.000 bonds, Nos. 531, 618 to 620, 656 and 

657. being 6 at $25.00 each 15o <)0 

Series No, 21. due November 15, 1904— 

From |5(M> bonds. Nos. 993 to 997. being 5 at |12.50 

each 62.50 

Series No. 22. due May 15, 1905— 

From 11.000 bonds. Nos. 385. 459 to 468. 527. 531. 

618 to 620. 656. 657. 691. being 19 at $25.00 each 475.4H> 

Series No. 22. May 15. 1905— 

From $500 bonds, Nos. 991 to 997. and 1.009, being 

8 at $12.50 each lOO.OO 

Series No. 23. due November 15, 1905— 

From $1,000 bonds. Nos. 79, 99. 127. 140. 178, 220 
to 222, 226. 227. 231. 241. 242. 244. 248. 272, 
274 to 277. 280. 281. 288. 289. 299. 300, 333 to 
335. 376 to 3K0. 385. 459 to 468, 473 to 475, 501 
to 504. 507. 508. 514. 515. 621. 527. 531. 541. 542, 
543. 557. 558. 574 to 576. 618 to 625, 638 to 640. 
648. 653. 656 to 661. 665. 6H9. 691, 752 to 755. 
757. h'J8 to 830. and 855, being 98 at $25.«M» 

earh 2,450.00 

Series No 23. doe Novem»>er 15. 1905— 

From ir.Mi* bonds. Nos. 9o9, 910. 1*34 to 940. 952. 
9TO. 971, 976. 977. 991 to 997. I.O09 to l.oll, 
1.0 IS. 1.M23. I.n24. 1.035 to 1.039. 1.050 to 1,055. 

l.o.',H and 1.091. Inking 4o at $12 TiO earh 500.00 

Series No. 24. due May 15. 19o6— 

From fl.oon lK)rnlH. No« 1 10 139. 141 to 23H. 2 40 lo 

4:>:). 4:>s to 6 17. 626 to 6:.o. 6.-,2 to 6r.:>. 6:.s to 

r.t.o. 6»;2 10 671. 673 to 813, SI 8 to 876. l)elng 

K-.', ai 12:. 00 ea« h 21.375 OO 

i>#-ri*'»» No 24. i\n*- Ma> IT*. 19*«6 - 

Krctrn |:."o tHirnlh. NNm. 9h1 io 9**2. 998 to l.or,l. 

1 ti.,.i to l.<>'*2. b'-iTiK 1*^»» at $12 ')0 ♦'!» h 2.325.00 
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Series No. 25, due November 15, 1906 — 

From 11000 bonds, Nos. 1 to 16, 19 to 67, 74 to 97, 
99 to 105, 108 to 111, 117 to 126. 128 to 139. 
141 to 178, 180 to 196. 198 to 228, 231 to 238, 
240. 244 to 271, 273. 278. 279. 282 to 299. 301 
to 315, 318 to 332. 335 to 380. 383. 384. 386. 
387, 390 to 455. 458. 469, 470. 473 to 480. 486 to 
500. 507 to 515. 519 to 530. 532 to 536. 538 to 
551, 557 to 571. 577 to 583, 585 to 607. 610 to 
617, 626 to 637, 640, 642 to 648. 650. 652. 654. 
655. 661 to 671. 674 to 688. 690, 692 to 704. 706 
to 711, 713 to 751. 756. 758 to 813, 818 to 822. 
825. 826. 828. 829. 831 to 845, 848 to 852. 854 to 
875. being 748 at |25.00 each 18.700.00 

Series No. 25, due November 15, 1906 — 

From 1500 bonds. Nos. 901 to 908. 911. 914 to 921. 
923. 924. 931. 932, 941 to 966, 969 to 976, 978 to 
990. 998 to 1.011, 1.016. 1,017. 1,019 to 1.033. 
1.035 to 1,042. 1,047 to 1.055. 1,059 to 1.061. 
1,064 to 1.082. 1,090 to 1.092, being 141 at 
112.50 each 1,762.50 

Series No. 7, due May 15, 1905 — 

From flOOO bond. No. 162. being one at 25.00 

Series No. 8. due November 15, 1905 — 

From 11000 bonds. Nos. 131, 132. 162. 164, 207. 
208. 211, 227. 257. 258, 265. 317. 318. 319. 321. 
336. 337. 340 to 343. 364. 365. 371. 372. 385. 386. 
388 to 396. being 36 at $25.00 each 900.00 

Series No. 9, due May 15. 1906 — 

From 11.000 bonds. Nos. 1 to 256. 259 to 330. 333 

to 400. being 396 at $25.00 each 9.900.00 

Series No. 10, due November 15, 1906 — 

From $1000 bonds. Nos. 1 to 37. 51 to 139. 145 to 
160. 162 to 164. 166. 167. 169 to 211. 213 to 
226. 228 to 250. 256. 259 to 264. 266 to 283. 289 to 
313. 315. 316. 320. 322 to 330. 333 to 335. 338. 
339. 342 to 344, 346 to 364. 366 to 368, 370, 373 
to 385. 387. 399 and 400. being 336 at $25.00 
each 8,400.00 

Series No. 1. due July 1. 1906 — 

From $1,000 bonds. Nos. 1 to 400, being 400 at 

$25.00 each 10,000.00 

Total interest paid during the year 1906 $ 77,200.00 

Total interest paid to December 31, 1905 546,003.33 

Aggregate interest paid to December 31, 1906 $623,203.33 
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I.*:avi.n<. C4>rF<>.\8 Dik and OrxHTANUiNci Dkckmbkb 31, 1906. bt r 
>'OT Presk.ntei) nm Paymkxt, ah Foujows: 

Series No. 20. due May 15. 1904— 

From 11.000 bonds. Nos. 300, 416 to 420. 471. 472. 
498. 611. 612. 646. and 702, being 13 at |25.00 

each I 325.00 

Series No. 20. due May 15. 1904— 

From 1500 bonds. Nos. 955 to 962. 1.020, 1,059. 1.062 

and 1.063. being 12 at $12.50 each 15o.4M> 

Series No. 21. due November 15, 1904 — 

From 11.000 bonds. Nos. 128 to 137. and 456. being 

11 at 125.00 each 275.«mi 

Series No. 22. due May 15. 1905— 

From $1,000 bonds. Nos. 456. 649. and 823. being 

3 at $26.00 each 75.«mi 

Series No. 22, due May 15, 1905— 

From $500 bonds. Nos. 1.034. 1.056. 1.057. 1.085 

to 1.087. being 6 at $12.50 each 75.oo 

Series No. 23, due November 15. 1905 — 

From $1,000 bonds. Nos. 456. 814 to 817. being 5 at 

$25.00 each 125.00 

Series No. 24. due May 15. 1906— 

From $1,000 bonds. Nos. 140. 239. 618 to 625. 656. 

657. 661, 672. 814 to 817. being 18 at $25.00 each 450.oo 

8«*ries No. 24. due May 15. 1906— 

From $500 bonds. Nos. 993 to 997. and 1.062 being 

6 at $1 2.50 each 75.oo 

8«»rie8 No. 25. due Novem1)er 15. 1906— 

From $1,000 bonds. Nos. 17. 18. 68 to 73. 98. 106. 
107. 112 to 116. 127. 140. 179. 197. 229. 230. 239. 
241 to 243. 272. 274 to 277. 280. 281. 30o. 316. 
317. 333. 334. 381. 382. 385. 388. 389. 456. 459 
to 4»;8. 471. 472. 481 to 485. 501 to 506. 516 to 
:.1K. 531. 537. 5r»2 to 5r>6. 572 to 576. 584. 6o8. 
6Ml*. ♦il8 to ♦;:.*:.. 638, 639. 641. 649. 653, 656 to 
6r,o. 672. 673, 6h9. 61*1. 7o5. 712, 762 to 757. 
814 to 817. S23. 824. 827. 830. 846. 847, 8:»3. and 

876. Ix^lng 127 at fLTiOo earh 3.175 oo 

Seri«»h No. 25. due Novemlwr 15. im»6 — 

From |:>«»o lM>n<lH. Noh **h9, l#lo. 912. 913. 922, 925. 
to 93n. 1*33 lo 940. I»»i7. 968. 977, 991 to 997. 
1.«'12 to 1.<m:.. l.uis. 1.U34. 1.043 to 1.046. l.o:.6 
to 1 ".'.N. I.nh2. l.o*;3. l.nH3 to l.nS^. IwlDg 51 
at 1 1 L' :.'» «*a< h 637,5o 
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Series No. 9, due May 15, 1906 — 

From $1,000 bonds, Nos. 257 and 258, being 2 at 

125.00 each • 50.00 

Series No. 10, due November 15, 1906 — 

From $1,000 bonds, Nos. 38 to 50, 140 to 144, 161, 
165, 168, 212, 227, 251 to 255, 257, 258, 265, 284 
to 288, 314, 317 to 319, 321, 336, 337, 340, 341, 
345, 365, 369, 371, 372, 386, 388 to 398, being 
62 at $25.00 each 1,550.00 



Total amount outstanding December 31, 1906 $ 6,962.50 



STATEMENT OF THE ESTIMATED VALUES OF CITY 

PROPERTY IN THE VARIOUS DEPARTMENTS UNDER . 

THE CONTROL OF THE BOARD OF BOND TRUSTEES. 

December 31, 1906. 

Waterworks plant (cost) $498,257.05 

Waterworks grounds 40,000.00 

Electric light plant (cost) 425,551.67 

Sewer system (cost) 413,879.80 $1,377,688.52 

Fire Stations (5), land and buildings.. $ 48,600.00 

Equipments, furnishings, etc 37,800.00 

Fire alarm system 17,617.00 $ 104,017.00 

Police Station, land and buildings $ 41,038.42 

Equipment, furnishings, etc 12,003.84 

Police alarm system 10,732.83 $ 63,775.09 



Total $1,545,480.61 
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Jacksonville, Florida, 

December 31, 1907. 
To the Mayor and the City Council 
of the City of Jacksomnlle, 
Florida. 

Gentlemen : 

Herewith I hand you the Bond 
Trustees* Thirteenth Anoual Report 
for the year ending: December 31st, 
1907. 

For detailed statements see reports 
of heads of departments. 

Yours truly, 

BION H. BARNETT, 

Chairman, 
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Jacksonville, Florida, 

December 31, 1907. 

To the Board of Trustees for the 
Watem^orks, and Improvement 
Bonds of the City of Jacksonville. 

Gentlemen : 

I beg to transmit herewith for your 
consideration, the official reports for 
the year 1907, of the heads of the 
various departments of the City 
Government, under your control. 
Respectfully, 

Arthur F. Perry, 

Secretary, 
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WATER DEPARTMENT REPORT. 



Jacksonville, Fla., December 31, 1907. 

To the Board of Trustees for the Watenvorks and 
Improvement Bonds of the City of Jacksonville, Fla. 

Gentlemen : 

I herewith submit the annual report of the operation 
of the waterworks, the thirteenth under this Board and 
the twenty-seventh since the establishment of the works. 

BOILERS. 

The boilers are in good order. Boiler No. 1 — Five 
new^ tubes were put in during April. In June the boiler 
was given a thorough overhauling, 85 tubes and the nip- 
ples to the mud drums were renewed and the brick work 
repaired. No. 2 — During December this boiler was 
given a thorough overhauling ; 50 tubes renewed and all 
the others examined. No. 3 — Five tubes have been 
renewed. 

Boiler Feed Pumps — No. 1 has been overhauled and 
put in good repair. No. 2 will have to be given a 
thorough overhauling. Early in January these boilers 
were equipped with the Parson system of forced draft 
so as to use No. 3 Anthracite coal for fuel, 

PUMPING ENGINES. 

No. 1, 1 1-2 million compound is in good order 
except the pump plungers which need renewing and the 
head of one of the low pressure clyinders has a slight 
crack in it; this pump is seldom used now, just enough 
to keep it in good running order. 

No. 2, 5 million triple expansion Worthington ; this 
engine has had but little done to it during the year; it 
needs a general overhauling. No. 3, 5 ni'llion triple 
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expansion Worthington; 96 new springs were put in on 
the valve and 48 new valves put in the water-end of the 
pump; 48 of the old valves were faced off, putting the 
valves in good condition; the steam ends need a general 
overhauling. The air pumps are in good order; the 
jacket pumps need a general overhauling ; all of this work 
can be done as soon as the 8-million triple-expansion 
Prescott pump is put in service. This pump, which 
should have been delivered in June, did not arrive here 
until the 9th of December and is now in process of erec- 
tion and when this pump is in service we shall have ample 
pumping ca|)acity to last us for some years to come. 

FUEL. 

No. 3 Anthracite was used during the first seven 
months of the year; as this coal was very dirty and 
yielded a very large percentage of ash, No. 2 Anthracite 
was used the balance of the year. An average of 6.7 tons 
of th's coal has been consumed every 24 hours. 

BUILDINGS. 

The pumping station has been enlarge<l so as to 
make room for the new 8-million gallon pump, and a new 
curb roof put on the building: This will give us space 
in the l)oiler room for an over-head coal bin which 
should l>e put in as soon as possible so as to enable us to 
handle the coal cheaper. The walls of the well house 
are badly cracked from settlement and will have to be 
rebuilt. 

TAPS. 

Five hundred and ninety-four have been put in dur- 
inj^ the year. The total numl>er of taps now in the mains 
is 5/>85 ; of this nunif)er 6<)9 are not in use, leaving 
5,376 taps in service. 

MKTKRS. 
I-'oiir hundred and fifty-nine meters were purchased 
durint: the year; 52 have f)een cnndemned, 118 are in 
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the shop for inspection and repairs, leaving 3,555 in 
service. 

WATER. 

1,105,344,031 gallons of water were pumped during 
the year; an average of 3,028,339, being an increase of 
72,117 gallons per day over last year. The total flow of 
all of the wells on January 1, 1907, was 4,288,011. As 
this was too small a supply to give a good fire reserve 
the Board called for bids for another 10-inch well, 980 
feet in depth, to be located in the City park, 36 feet east 
of Hubbard street and about 300 feet south of Phelps. 
This location is 700 feet east of the south aerating basin 
in waterworks ground. On May 6th a contract was 
awarded to the Sydnor Pump and Well Company for 
this well at $4.80 per foot complete. Drilling was com- 
menced on June 3rd and the well was completed Sep- 
tember 18th. A 12-inch C. I. pipe was laid from this 
well to the south aerating basin. The flow of all the 
wells August 20th, 1906, before water was struck in the 
new well was 4,115,057 gallons; after the new well was 
completed in September the total flow of the old wells 
was 3,863,176, and of the new well 1,810,112, making 
the total flow of all the wells 5,673,288; a gain of 
1,558,231 gallons. The resevoir will have to be emptied 
and cleaned this Spring, and the corner next to the new 
chimney repaired; in driving piles and excavating for 
chimney the ground settled slightly causing some small 
cracks to appear in the cement lining of the slope. 

The water tower is in good order except the roof, 
which needs painting, and the 20-inch steel supply pipe, 
to the tower; this has several small leaks in it that will 
have to be repaired as soon as we get the new pump in 
service. 

MAINS. 

The following cast iron mains have been laid during 
the year: Fire line on Bay, between Catherine and 
Bridge, 4,855 feet of 12-inch C. I. pipe; on Jessie street, 
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from Van Buren to Talleyrand avenue, 3,688 feet: on 
Silver, from Fourth to Sixth, 1,170 feet; a total of 
4,858 of 10-inch C. I. pipe. 

On Talleyrand avenue, from Marshall to Deer Creek, 
3.995 feet: on 8th street, from Hog^n's Creek to Davis 
street 892 feet ; on Adams street, from Myrtle avenue to 
Terminal coal-bin, 1,720 feet: a total of 6,607 feet of 
8-inch C. I. pipe. 

On (jrai>e street. Date to Roselle, 700 feet; on 
Koselle. Grape to Stockton, 2,860 feet; on King street. 
St. Johns avenue to Lydia, 2,012 feet; on Lydia east of 
Kinj^, 36 feet; on Park street east of King, 36 feet: on 
Herschel, east of King, 36 feet; on Oak west of King, 
24 feet ; on Riverside avenue east of King, 36 feet ; on 
Riverside avenue west of King. 24 feet: on St. Johns 
avenue west of King, 54 feet ; on Adams street. Hanover 
to Myrtle avenue, 585 feet: on Myrtle avenue, Adams to 
Church street, 700 feet; on Duval east of Myrtle avenue, 
48 feet; on Boulevard, Fourth to Fifth street, 585 feet: 
on Perry, Fourth to Sixth street, 558 feet; on Pearl 
street. Ninth to Fleventh, 1,035 feet: on Union street. 
h>nia to Spearing street, 1.120 feet; on Howard street, 
Fvergreen to Spearing street, 362 feet; on Julia street, 
*^)Uth of May. M)2 feet: on Catlierine street, Adams to 
MoniN»t* street, 300 feet: on Sixth street. Perry to Pearl 
street. 5S5 feet: a total of 12.058 feet of 6-inch ]n\)c. 
An<l <»n rniMii, Main to Laura. 501 feet of 4-inch C. I. 
pipe was laid. 

'I oial exlensi.iii^ t»f ('. I. mains during the year, five 
miles, ijro feet. < )n .\|onr«»e street between Lil)erty 
and t'atlieiiiie S75 I'l et <»f 4-iiuh ('. I. pipe was takeji up 
ail I <> mrii ( '. I. p'pe laid in its pja^'e. < )n Adams street, 
IT- 'Ml ( at'iei'i'e Im Marsh. ,^77 feet of 4-inch pii>e was 
tal.t'ii np and relaid with <> iinh (\ I. l>i]>e. 
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GALVANIZED VV. I. MAINS LAID DURING 1907. 



WHERE LAID 

On Palm St., S. of Highway 

On Pleasant St., N. of Highway 

On Carolina Ave., VV. of Margaret. . . 

On Lydia St., W. of King 

On Park St., E. of King 

On St. Johns Ave., W. of King 

On Osceola St., S. of Oak 

On Spearing St., N. of Ashley 

On Spearing St., N. of Albert 

On Spearing St., S. of Union 

On Bridier St., N. of Beaver 

On Franklyn St., N. of Union 

On Florida Ave., S. of Odessa 

On Darwin St., E. of Harrison 

On Railroad Ave., S. of Third 

On Clarke St., N. of Fifth 

On Fifth St., E. of Ionia 

On Fifth St., W. of Ionia 

On Walnut St., S. of Eleventh 

On Eleventh St., E. of Liberty 

On Market St., N. of Eleventh 

On Hubbard St., N. of Eleventh 

On DeWitt St., S. of Kings Road... 

On Duval St., W. of Qeveland 

On Lee St., N. of Third 

On Johnson St., N. of Third 

On Lee St., N. of Fifth 

On Fifth St., W. of Davis 

On Eighth St., W. of Davis 

On Spearing St., N. of Eighth 

On Albion St., E. of Evergreen ..:... 

On Florida Ave.. N. of Albion 

On Dyal St., E. of Florida Ave 

On Howard St., W. of Spearing 

On Bloxham St., W. of Jefferson 

On Loniax St., E. of Oak 

On Evergreen Ave., N. of Eighth . . . 
On Lancaster St., S. of Riverside Ave. 

On Walnut St., N. of Eighth 

On Seventh St.. R of Peari 

On Seventh St., VV. of Peari 

On Madison St., S. of Missouri. 
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EXTENSIONS- 

WHCBE X^ID 

On Gilmore St., VV. of Banana 

On Johnson St., S. of Griffin 

On Madison St., S. of Eagle 

On Jackson St., H of Charles.. 

On Grape St., S. of Roselle 

On Walnut St., N. of Eighth... 

On Madison St., X. of Eagle 42 

12949 1341 682 42 
Making a total of 2 miles 4,454 feet. 

VALVES. 

The following valves have been set: Bay, and 
Market. 12-inch E,, 12-inch W. ; Bay and Main, 12-inch 
N.. 12-inch W.: Bay and Julia, 12-inch N., 12-inch W.; 
Talleyrand and Jessie, 10-inch W., 8-inch S., 8-inch X.: 
Talleyrand and Van Buren, 10-inch S. ; Union and Ionia, 
6-inch E. ; Silver and Sixth, 10-inch S., 6-inch W.. 6-inch 
E. ; Sixth and Pearl, 6-inch S. ; Sixth and Perrj'. 6-inch 
S., 6-inch E. ; Fourth and Pearl, 6-inch N. ; Fourth and 
Bf)ulevard, 6-inch \V. ; Eighth and Davis, 6-inch E. ; 
Adams and Myrtle Ave., 8-inch W., 6-inch E., 6-inch X. : 
Myrtle Ave. and Dennis, 6-inch W. ; Roselle and Grape, 
6-inch N., 6-inch \V. ; Roselle and Goodwin, 6-inch E., 
6-inch \V. ; St. Johns and King, 6-inch \V. ; Riverside 
Ave. and King, 6-inch E., 6-inch W. ; Oak and King. 6- 
inch \V., 6-inch E.. 6-inch N. ; Herschel and King, 6-inch 
E. ; Park and King. 6-inch E.; Lydia and King, 6-inch 
E. : rnion and Main. 6-inch W. ; .Xdams and Catherine, 
6-inch X.. 4-inch \V. ; Forsyth east of Catherine. 6-inch: 
total. 41. Forsyth and Main, 6-inch E. replaced. 

FIRE HYDRAXTS. 
The f(»Ilt»\ving fire hy<lrants were set during the year: 

T.ilKyran*) Ave, ?. W . Jrssic St. 
T.,llryran.I Ave. S. \V. rit;hth St. 
I .ill«\r.infl Avr, S. \V. Srvtnth St. 
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Talleyrand Ave., S. W. Sixth Si. 

Talleyrand Ave., S. \V. Third St. 

Spearing St., S. W. Howard St. 

Jessie St., S. W. Country Club. 

Jessie St.. S. W. Franklin St. 

Jessie St., S. W. Harrison St. 

Jessie St., S. W. Railroad Ave. 

Union St., S. W. Palmetto St. 

Adams St., S. W. Marsh St. 

Monroe St., S. E. Washington St. 

Monroe St., S. W. Catherine St. 

Julia St., S. E. S. A. L. Ry. Warehouse. 

Eighth St., S. W. Jackson St. 

Eighth St., S. W. Illinois St. 

Eighth St., S. W. Louisiana St. 

Boulevard, S. W. Fifth St. 

Pearl St., S. W. Fifth St. 

Pearl St., S. W. Sixth St. 

Pearl St., S. W. Tenth St. 

Pearl St., S. W. Cottage Ave. 

Pearl St., S. W. Eleventh St. 

Silver St., S. W^ Fourth St. 

Silver St., S. W. Fifth St. 

Adams St., S. W. Myrtle Ave. 

Adams St., S. E. R. R. Coal Chute. 

Adams St., S. E. R. R. Right of Way. 

Roselle St., S. W. Grape St. 

Roselle St., S. W. Grape St. 

Roselle St., S. W. Copeland St. 

Roselle St., S. W\ Osceola St. 

Roselle St., S. W. Estclle St. 

King St., S. W. St. Johns Ave. 

King St., S. E. Riverside Ave. 

King St., S. E. Herschel St. 

King St., S. E. Park St. 

King St., S. E. Lydia St. 

Bay St., N. W. Catherine St., 3-way. 

Bay St, between Catherine and Washington Sts., 3-WHy. 

Bay St., N. W. Washington, 3-way, 

Bay St., between Washington and Liberty Sts., 3- way. 

Bay St., N. W. Liberty St., 3-way. 

Bay St., between Liberty and Market Sts., 3-way. 

Bay St., N. W. Market St., 3-way. 

Bay St., between Market and Newnan Sts., 3-way. 

Bay St., N. W. Newnan St., 3-way. 
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Bay St., between Xewnan and Ocean Sts., 3-way. 
Bay St., N. W. Ocean St., 3-way. 
Bay St., between Ocean and Main Sts., 3-way. 
Bay St., N. E. Main St., 3-way. 
Bay St., between Main and Laura Sts., 3-way. 
Bay St., N. \V. Laura St., 3-way. 
Bay St., between Laura and Hogan Sts., 3-way. 
Bay St., N. VV. Hof^n St., 3-way. 
Bay St.. between Hogan and Julia Sts., 3-way. 
Bay St., N. VV. Julia St.. 3-way. 
Bay St., between Julia and Cedar St., 3-way. 
Bay St., N. \V. Cedar St., 3-way. 
Bay St., between Cedar and Gay Sts., 3-way. 
Bay St., X. VV. Clay St., 3-way. 
Bay St., between Gay and Bridge St., 3-way. 
Bay St., X. V\^ Bridge St., double hydrant, 
A total of 64. 

The following fire hydrants were replaced by new 
ones: Catherine street, S. VV. Forsyth. Ocean street, 
S. E. Ashley. 

Respectfully submitted, 

R. X. Ellis. 

Supcrintendatt. 



W.ATKRWORKS STATISTICS. 

RjPORT OF 1907. 

I'lam built in 1879 m. 

Owmd Uy tlir city 

Cost tn (l.,ir, $571,057.05. 

Source of supply. Mowing artcvi.in wclK. 

MotU- of sujiply. <lirtrt pumping and to water tower. 

PL'MIMNC;. 

Hnil'l' rs of i>ti'iip'^, H R W ortliijinton, 

Uinl.l. r^ . f iH-ihrs, !l.,lHo<k & Wilcox. 

\\n\ i.-n\, No 2 arul \o 3 antliracitr coal. 

< nil ct ii-ii"hmI for \«-ir, a\tr.iKc per <lay, 6.7 tons. 

I'.t'J y.tUons ptM..p. .1. l.ln5..U4n.M 



Digitized by VjOOQIC 



19 

Average dynamic head, 150 feet. 

Number of gallons pumped per ton of coal, 451,991. 

Cost of pumping based on pumping station expenses, $14,338 13. 

Per million gallons pumped, $12.97. 

Per million gallons raised 100 feet high, $8.65. 

CONSUMPTION. 
Estimated population, 45,000. 
Total gallons supplied, 1,105,344,031. 
Average daily consumption, 3,028,339. 
Gallons per day to each inhabitant, 67.29. 
Gallons per day to each service, 563. 

DISTRIBUTION. 
Mains, cast iron. 
Size, 4-inch to 20-inch. 
Extended, 5 miles, 2,479 feet. 
Total in use, 60 miles, 3,136 feet. 
Hydrants added, 64. 
Number in use, 617. 

Stop gates added, 41. • . 

Number in use, 428. 
Pressure (domestic), 62 pounds. 

SERVICES. 
Materials, galvanized iron and lead. 
Services added, 594. 
Number in use, 5,376. 
Meters added, 407. 
Number in use, 3,555. 
Percentage of services metered, 66.12. 
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SEWER DEPARTMENT REPORT. 



Jacksonville, Fla., December 31, 1907. 

To the Trustees for the Waterworks and Improvement 
Bonds of the City of Jacksonville, Florida. 

Gentlemen : 

I herewith submit a report of the operation of the 
sewer department for the year ending December 31, 
1907. 

The sewers have been flushed regularly through hose 
from the fire hydrants in addition to flushing from auto- 
matic tanks. 

Since the Board has had the house connections laid 
from the sewer to inside the curb and had all stoppages 
cleaned between curb and sewer, we have had very few 
leaks or breaks in sewers, most of the trouble we have 
had has been with poorly laid house connections; wher- 
ever these have been found they have been relaid. 

The Springfield and Fairfield sewer pumping stations 
are in good order. The one at the foot of Jefferson 
street will have to have a new pump and the building 
rebuilt and raised to new street grade. 

EXTENSIONS OF SEWERS AND DRAINS. 

Under the contract with D. M. Baker the following 
sewers have been laid: On Osceloa, from Roselle to 
Irene, 660.7 feet of 10-inch T. C. pipe; on Charles, Forest 
to Dora, 863.9 feet of 8-inch T. C. pipe ; on Ward, Cleve- 
land to Hanover, 402.7 feet of 10-inch C. I. pipe; on 
Hanover, Ward to Adams, 283.6 feet of 10-inch C. I. 
pipe; on Adams, Hanover to Myrtle Ave., 462.8 feet of 
10-inch C. I. pipe; on Myrtle Ave., Adams to Enterprise, 
1,668.3 feet of 10-inch C. I. pipe; on Myrtle Ave., Enter- 
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prise to Union, 581 feet 8-inch T. C. pipe: on Enterprise, 
Myrtle Ave to S. A. L. Railway crossing, 505.1 feet of 
8-inch T. C. pipe ; on Corning, Beaver to Cleveland, 906.3 
feet of 8-inch T. C. pipe; marginal sewers through 
Springfield park, from M. H. Water Works grounds to 
Fourth street east of Boulevard, 2,537.1 feet of 14-inch 
C. I. pipe ; marginal sewer Fourth street to Eighth street, 
2,041.5 feet of 12-inch C. I. pipe; on Eighth street, 
marginal line to Boulevard, 169.4 of 12-inch pipe; on 
Boulevard, Eighth to Eleventh, 1,313.3 of 10-inch C I. 
pipe; on Eleventh street. Boulevard to Silver, 1,308.7 
feet of 10-inch C. I. pipe; on Eleventh, Silver to Main, 
929.6 feet of 8-inch C. I. pipe; on Cedar street, from 
marginal line to Eagle street, 902 feet of 12-inch C. I. 
pipe; across Springfield park, marginal line from Fourth 
to Jefferson street, 601.9 feet of 12-inch C. I. pipe; on 
Main street. Ninth to Twelfth, 1.383.1 feet of 8-inch T. 
C. pipe; on Eleventh, W. of M. H. at Main, 50 feet 8- 
inch T. C pi^e; on Seventh street. Walnut to Ionia, 
472.8 feet of 8-inch T. C. pipe; on Ionia, Seventh to 
pjghth, 475.8 feet 8-inch T. C. pipe; on Eighth, Ionia 
east 140.5 feet of 8-inch T. C. pipe; on Spearing, Albert 
to I'nion. 724.2 feet of 8-inch T. C. pipe; on Union, 
Si>earing to Flori<la .\ve., 474 feet of 8-inch T. C. p'pe: 
on Jessie. Rridier to Ionia. 2.944.9 feet of 8-inch T. C. 
j)il)e: nn C'liurth. I'ranklyn to Weare, 932.4 feet of 8-inch 
T. ('. pi|K'; (»n Seventh, niarj^inal line to I^ura, 1.849.4 
feet of K-inch T. C pij)e; on Cedar. Sixth to Ninth, 
1.277.0 feet of H-inch T. C. j)i|>e: on Silver, Sixth to 
Ninth. 1.215.3 feet of S-inch \\ C. pii)e; on Eighth, 
cVdar to I^'inra. 707 feet of S-inch T. C. pii)e; on Fifth, 
niattrinal line to FVrry. 44.^.1 feet of S-inch T. C. pipe; 
on Terry, hifth to Sixlli. 477.1 feet of S-inch T. C. pipe; 
on .*^i\tli. IVrry t<» ( Viar. 4')H.2 feel of S-inch T. C. p'pe; 
a t*»tal of .^('.113.3 feet, (»r 5.7 miles. There were built 
(»n ilu-Ne Nrwer^, at ili«' street intersect i«»ns. 5H man-holes. 
A sruei was lai.l * -n lifth street, east tif Ionia, 143.4 
feet, aiiil s-.i;th ni all<*v between loma and Clark, from 
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fourth to Fifth, 397.7 feet; and one man-hole built on 
Fifth. 

Under contract with Byran & Co. the following 
drains have been constructed : 

On Coming, from 200 feet east of M. H. brick-yard 
branch to Myrtle Ave., 87.4 feet of 20 T. C. pipe; on 
Myrtle Ave., Corning to Enterprise, 422.8 feet of 20-inch 
T. C. pipe; on Church, from M. H. 175 feet east of 
Myrtle Ave. to west side of LaVilla park, 208.2 feet 20- 
inch T. C. pipe; through LaVilla park, from Church to 
Knterprise, 746.3 feet of 20-inch T. C. pipe ; on Beaver, 
Main to Hogan, 909.2 feet of 15-inch T. C. pipe; on 
Liberty, from Adams to 32 feet north of M. H. Monroe, 
279.1 feet 15-inch T. C. pipe; on Ocean, St. Johns river 
to Forsyth, 640.4 feet 15-inch T. C. pipe; on Seventh, 
Silver to Laura, 468.9 feet 10-inch T. C. pipe; on Third, 
from south branch of Deer Creek to Frankly n, 1,081.2 
feet of 30-inch brick drain; on Franklyn, Darwin to 
Argyle, 1,342.7 feet 24-inch brick drain; on Darwin, 
Franklyn to Railroad avenue, 1,811.9 feet of 24-inch 
brick drain; on Argyle, Franklyn to Railroad avenue, 
1,811.9 feet of 24-inch brick drain: a total of 9,810 feet, 
or 1.85 miles. There were built on these lines 26 man- 
holes. Some 438 house connections have been laid for 
the plumbers, and 193 house connections have been laid 
by order of the City Council on streets that have been 
ordered paved. 

Respectfully submitted, 

R. X. Ellis. 

Superintendent. 
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ELECTRIC DEPARTMENT REPORT. 



Jacksonville, Fla., December 31, 1907. 

To the Trustees for the IVatenvorks and Improvement 
Bonds of the City of Jacksomnlle, Florida, 

Gentlemen : 

I herewith submit a report of the operation of the 
City^ Electric Light Department for the year ending 
December 31, 1907. 

The receipts from lighting and power for the past 
year amounted to $261,974.34, an increase over last year 
oi $38,290.05. The cost of operating was $136,497.55. 
The earnings of the plant were $125,476.79. of which 
sum $98,016.13 was expended for new machinery, boilers. 
transfonners, meters and line extensions. 

The output of current for the year amounted to 
6.068,586 K. W. for which we received 4.316 cents per 
K. \\\ The cost per K. W. for current delivered at the 
switch-board, based on station expenses, $93,243.99, 
was \.SMt cents per K. W. : based on total operating 
exi>enses, $136,497.55. it was 2.249 cents per K. \V. 

The second 500 K. W. .Mlis-Chalmers steam turbine 
arrived at the station the later part of Februar)': it was 
set. connected up to auxiliary and steam piping, and put 
in operation on March 24th. This machine, together 
with the first 5(X) K. \\\ Allis-Chalmers turbine put in 
the later part of Decenil)er 1906, have been used con- 
stantly during the year and have operated very smoothly. 
The Curtis turbine was <nit nf service, imder repairs, 
from March t<» DecenilKT 2()\\\. On the 4th of Febru- 
ar\ a contract was made with the Balwrock & Wilcox 
('♦piiiuany for two 500 H. I*. Water TuIm? boilers with 
stet-l headers for j<M) p* minis steam j)ressure, the boilers 
to Ik- erjnif)f)e(I with superheaters. These l>oilers should 
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have been delivered in April but were not received until 
the middle of July; they were set and put in service 
about the 20th of November. On February 4th a con- 
tract was made with the Alphons Custodis Chimney Con- 
struction Company to erect for the electric light station 
a radial brick chimney, 10 feet internal diameter and 
125 feet high; the chimney was completed July 30th. 
This chimney is large enough to take all of the boilers 
in the electric station. The old brick stack and the steel 
stack will be removed as soon as connections are made 
from the boilers to the new chimney. The old brick 
chimney is in bad condition, being cracked very badly 
from top to bottom; in March the cracks at the top 
opened so much that we were afraid it would fall; a 
scaffold was built around the chimney so as to reach the 
top of it and some iron bands were put on to hold it in 
place until the new chimneycould be built. The scaffold- 
ing was left around the chimney and will be used in tak- 
ing it down. The boiler room has been extended towards 
Laura street 32 feet, to make room for the new boilers, 
and the walls of the old part of the boiler room have been 
built up to a height of 32 feet above the fire room floor 
so as to make room for overhead coal bins. A steel truss 
roof to be covered with slate is now being erected on the 
walls above the old roof which will be removed on the 
completion of the new roof. A ventilator 6 feet wide 
and 90 feet long, with pivoted sash, will be placed on 
the ridge of this roof; this will greatly improve the boiler 
room as to light and ventilation. 

A ridge ventilator, with swinging sash, has been put 
on the roof over the east section of the engine room for 
light and ventilation, and it is a great improvement. A 
ventilator of the same dimension should be put up over 
the west section of the engine room which would make 
the light good and ventilation better on that side. 

A contract was made in September with the General 
Electric Company for a 200-light continuous-current 
system of 4-ampere Magnetite arc lamps to be run from 
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the alternating-current machines by transformers and 
converters. These lamps are to take the place of the 
old 9.6 ampere open arc lamps, which are about worn 
out. The 4-ampere lamp will give more light than the 
9.6-ampere arc with a smaller consumption of current, 
and will require trimming only once every 15 days while 
the old lamps have to be trimmed daily. 

In October a contract was made with the Allis- 
Chalmers Company for a 1.500 K. \V. turbo-generator 
to be delivered in May 1908. In December a contract 
was made with the C. H. Wheeler Manufacturing Com- 
pany for condensing outfit for the 1,500 K. W. turbo- 
generator. The 1,500 K. W. turbine will be set in the 
place now occupied by the 350 H. P. Tandem Corliss 
engine, which will be removed as soon as the new arc 
system is installed. 

When the plant was first started, and for some years, 
wof)d was used for fuel : then we changed and used oil 
for several years, when the price of oil advanced so much 
that we were forced to use coal. The plant being located 
in the center of the city we could not use bituminous a)al 
entirely without the smoke becoming a nuisance: so that 
lx)ilers were e(|uip|)ed with the Parson system of forced 
draft, to enable us to burn the buckwheat size of anthra- 
cite coal which could t)e laid down at the fire room door 
at a reasonable price. The coal has had to l)e handled 
I)v men with wlie<l-harrows during the alteration of the 
]>« filer nM»ni, and until an overhead coal bin can l)e built 
and the |>rMj)er c<»al liandhng machinery put in. We 
burned \o. 3 anthracite with 25 to 30 |)er cent of bitumi- 
tn's coal during the first three months of the year, but 
fdun.l that the (jnality of the Xo. 3 coal varied so much, 
and tlie percentai^e of ash was so j^reat. that it did m>t 
l>a\ to n-^e the X<». 3 o>al. An aj^^Meenient was then ma le 
with the cnntrart(»r to furnish No. 2 anthracite in place 
*)i tlic No. 3. with tlie No. 2 o»al. and about 15 to 18 
per cent of IntuniiiMuis. we L;"t nnuh better results and 
ha'! less :ishfs to hanlle. 
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A wooden coal bin with metal roof, of about 1,000 
ton capacity, has been erected about 60 feet west of the 
power house for the purpose of storing a reserve supply 
of coal ; this bin is equipped with a motor-driven elevator 
and conveyor to handle coal into it, and it is now filled 
with coal. To make the bin more sightly the exterior is 
to be covered with wire lathe and coated with cement 
plaster. 

The load on our lighting circuit is increasing so fast 
that it will be necessary to make another circuit, also to 
increase the size of some of the wires. They have been 
extended from time to time with small wire causing con- 
siderable drop in the voltage at some points. The wires 
of the power circuit are entirely too small; another set 
of heavy feed wires will have to be put up so as to over- 
come the heavy drop on the line ; 23 motors, aggregating 
263.5 H. P. have been added this year, making the total 
motor load on the D. C. line 750 H. P. On the alternat- 
ing line 595 new cut-ins were made for lighting service, 
with 14,508 lights, and 9 alternating motors aggregat- 
ing 49 1-2 H. P. 

The general condition of the machinery of the plant 
is as follows: 

BOILERS. 

Xo. A — This boiler is in good condition; two tubes 
have been renewed and the blow cocks faced off. 

No. 5 — This boiler is in good order; five tubes have 
been renewed during the year. 

No. 6 — Five cast iron headers and 48 tubes have been 
renewed and two new blow-off valves put on this boiler; 
it is now in good condition. 

No. 7 and No. 8 — These boilers need new cast iron 
fronts. The greater part of the brick setting will have 
to be taken down and rebuilt ; two new tubes were put in 
and broken ash-pit doors repaired; faced off blow cocks 
and put in guard cock on blow off. 
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No. 9 and No. 10 — These are new A. & T. boilers of 
500 H. P. with superheater; they were put in service 
November 18th and are in good condition. 

ENGINES. 

No. 1 — A new bell crank was put on L. P. steam 
valve stem and new screws in cross head shoes and also 
refitted the H. P. valve gear; this engine will be taken 
out next March to make room for the 1500 K. \V. 
turbine. 

No. 3 — This engine needs a general going over. The 
low pressure cylinder needs reboring and a new piston 
fitted for same. Two new valve stems and one H. P. pis- 
ton ring have been put in during the year and a number 
of minor repairs made. A set of metallic packing. was put 
in on the H. P. piston rod in February and it was so 
satisfactor>' that in September a set was put in on the 
L. P. rod ; these rods heretofore have been very hard on 
packing. .V new 60 inch 3-ply driving belt was pur- 
chased and put on this engine, the old belt having become 
tfK) weak from wear. 

STEAM TURBINES, 

The three Del^val 200 K. \V. turbines have been 
used considerably (hiring the year. The bearings on 
turbine shafts have l)een rel^abitted, and 18 new buckets 
were put in on No, 8 turbine; these turbines are now in 
good order. 

CURTIS TURHINE. No. 12. 

This turbine, the steam end of which had not o[>erated 
satisfactorily >iiue the accident to the generator end of 
the rnacliine in An^-ust. l*)n/), was in March taken down 
and a tlnTuni^h examination of the steam end inade by 
an e\j>ert of the (General F-Jectric Uom[)any : he found 
that the shaft was sj)nin|L,' atid the inrl-staj^e wheel out of 
-^hajK.*: a new shaft, and 1st and ind-stat^e wheels were 
<»rdered fp >ni the wwrks. pnt in and started up. The 
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machine did not then work well and after various adjust- 
ments were tried, it was again taken down; trouble was 
found in the top wheel of the 2nd-stage, the buckets 
being badly scarred and bent, which was caused by the 
shearing off of some screws in the packing ring and they 
falling into one of the nozzles ; new wheels were sent for 
and this with some other troubles in balancing caused con- 
siderable delay. The machine was finally put in service 
on December 27th, and is operating very smoothly now. 
A new set of bearings for the steam end was purchased 
in January, and a set rebabbited and bored out. 

NO. 14, ALLIS-CHALMERS. 

This machine has been in constant use during the 
year and has operated very well. On account of the 
pitting of the last-stage ring, the Allis-Chalmers Co. had 
it removed and a new ring put on in its place. 

NO. 16, ALLIS-CHALMERS. 

This machine was put in operation on March 24th; 
it has run constantly since that time and has operated 
very smoothly. The only trouble we have had has arisen 
from the deposit made by the artesian water in the water 
seal on the steam end of the turbine; we shall probably 
have to put up some tanks and treat the water chemically 
so as to prevent this deposit. 

AUXILIARIES. 

The 25 K. W. Curtis exciter set is in good order 
except the governor ; we shall probably have to have parts 
of that renewed. 

The 75 K. W. Allis-Chalmers exciter set is in good 
order ; crank brasses have been rebabbitted and bored out. 

CONDENSERS. 

No. 1 — This condenser was thoroughly overhauled 
and repacked; 6 new tubes and 320 new ferrules were 
put in; air and circulating pumps were overhauled, a 
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new piston put in steam end, and new valve gear; it is 
in good order. 

No. 2 — This condenser, with its air and circulating 
pumps, needs a thorough overhauling. 

No. 3 — This condenser is in good order. The cir- 
culating pump, which is a DeLaval steam-turbine driven 
pump, broke a shaft and wrecked the wheel and bear- 
ing; these have been renewed and a new runner put in 
the pump as the old one was worn out. The condensed 
water pump was given a thorough overhauling. 

No. 4 condenser is in good order. Put new key 
and set screws in runner, and new gland and guide for 
valve stem of circulating pump. 

No. 5 condenser: some tubes split in this con- 
denser: the manufacturer sent new tubes to put in their 
place. The shaft to circulating pump broke and a new 
one was put in. 

No. 6 condenser is in g(x)d order. On May 18th 
the shaft of circulating pump to this condenser broke off 
short next the coupling; a new shaft was put in. 

TRANSFORMERS. 

50 transformers of 458.5 K. \V. capacity were pur- 
chased (luring the year, and 12 burnt out transformers 
of 26 K. W. capacity were exchanged for new ones. The 
total traustonner capacity now in use is 3,131 K. W., 
equal to 62,620 16 c. p. lamps. 

MKTKRS. 

There were purchased during the year 558 meters: 
one meter ua^ <k'stroyerl by lij^litning, two were lost from 
vacant lnuises, aix! two were destroyed by fire. There 
are now 4.153 meters in tlie department. 
Re'^[)ectfullv «;nl)iiiitted. 

R. N. Kixis. 

Stif>crinteHdnti. 
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ELECTRIC LIGHT PLANT STATISTICS. 
Report of 1907. 
Plant built in 1895. 
Extended in 1898, again in 1901 and again in 1903. 

Cost of original plant $ 76,675.99 

Elxtensions and Improvements 446,891.81 

Total cost to December 31, 1907 $523,567.80 

MACHINERY. 

Four Babcock & Wilcox boilers of 350 horsepower each, one 
Aultman & Taylor boiler of 350 horsepower, one of 250 horsepower, 
and two of 500 horsepower each. 

One Filer- Stowell Corliss cross compound engine of 750 horse- 
power, and one Hamilton Corliss tandem compound of 350 horse- 
power. 

One general electric monocyclic generator of 250 K. W. Three 
No. 11 brush arc dynamos, with a capacity each of 125 lights of 
2,000 candle power. One direct current 150 K. W. 500- volt 
generator. 

Two 300— horsepower condensing DeLaval st^m turbines, 
direct connected, each to a 200-K. W. alternator. 

One 200-K. W. DeLaval 500-volt direct current turbo-generator. 

One 500-K. W. Curtis alternating turbo-generator. 

Two 500-K. W. Allis-Chalmers alternating turbo-generators. 

The following street lights are supplied: 

158 open arcs at $7.50 per month each, of 2,000 nominal candle 
power. 

316 4-ampere alternating arcs at $4.50 per month each. 

140 series incandescent at $2,085^ per month each, of 50 candle 
power. 

21 32-candle power ordinary incandescent at $1.25 per month 
each. 

CHARGES FOR LIGHT AND POWER. 

All-night arc lights, 2,000 candle power, $7.50 per month. 

Twelve-o'clock arc lights, 2,000 candle power, $6.25 per month. 

Incandescent lights are charged for by meter measurement at 
the rate of 7 cents per K. W. 

Not less than a minimum charge of $2.00 per month is made 
for any service. 

The city pays for the lights used for public buildings and 
streets at the same rates as above. 

Power is charged for on a sliding scale from 7 to 3 cents per 
K. W., according to quantity used. 

A minimum charge of $1.00 per month per horsepower of motor 
is made for elevators. 
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FIRE DEPARTMENT REPORT. 



Jacksonville, Fla., December 31, 1907. 

To the Board of Trustees for the Waterworks and 
Improvement Bonds of the City of Jacksonville, 
Florida, 

Sirs: 

I have the honor to submit the annual report of the 
Fire Department for the year ending December 31st, 
1907, the thirteenth since you have had charge of the 
Department, the sixteenth since I have been its chief and 
the twenty-first since its organization. This report con- 
tains a detailed statement of all fires and alarms that 
have occurred during the year, with an estimate of the 
value, insurance, property loss and insurance loss, on 
buildings and contents; also the location and cause of 
each fire as near as could be ascertained, and such other 
information as I believe will be of interest. 

MANUAL FORCE. 
The manual force was increased during the year by 
the addition of nine men making the total force sixty, 
assigned to duty as follows: One chief, one first assist- 
ant chief, rme second assistant chief, eight foremen, two 
engineers, two stokers, ten drivers, thirty-four privates, 
and one sii|)erintendent of fire alarm. 

APPAR.XTUS. 

The aj)i)aratus was increased <hiring the year by the 
adflition of one two-li(>rse waj^on. The apparatus in 
MTV ire coi]^ist> of two service Ii*M)k an<l ladder trucks. 
two conihiiiatiMn clieniical am! hose wagons, four two- 
hofM" hose waj^^ons. two steam fire eni^nius and one chief's 
hn^'^^y. 'Ihe rcM-rxe apparatus caisists of one fifty-five 
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foot Hay's aerial hook and ladder truck, two two-horse 
hose wagons (one of which is used for a coal wagon) 
and one chief's buggy. 

HOSE. 

Four thousand feet of hose were purchased during 
the year and two thousand feet were condemned. Of 
the condemned hose there was sold to the Board of Pub- 
lic Works three hundred and forty-eight feet, to the 
sewer department four hundred feet, and to outside par- 
ties six hundred feet. There is in service thirteen thous- 
and eight hundred and fifty feet of servicea^^le hose. 

HOUSES. 

Station number one is in good condition. Station 
number two was painted inside and out during the year ; 
it is a cheap frame house and not in keeping with other 
cit\' buildings. This company should be moved into 
Springfield and a nice brick house built for it. Station 
number three is in good condition. Station number four 
is in good condition. Station number five is in fair con- 
dition : it is a cheap frame house and should be replaced 
with a nice brick building. Station number six is a new 
brick building and is in good condition. 

HORSES. 

There were six horses purchased during the year; 
tw^o for station number six, and four to replace those 
worn out in the service. There were two sold, one traded 
and one died, an increase of two, leaving twenty-six in 
the service as follows : Four for hook and ladder trucks, 
four for engines, twelve for combinat'ons and hose 
wagons, two for chief's bugg\' and four extra. 

FIRE ALARM TELEGRAPH. 

This branch of the service has been added to during 
the year by placing in service two 15-inch gongs, one in 
the w^ater works pumping station, and one in fire station 
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number six, three miles of wire and three new alarm 
boxes as follows : 

No. 95 corner Adams street and S. A. L. R. R. 

No. 337 corner Sixth and Silver streets. 

No. 771 corner Evergreen avenue and Ijornt street. 

The alarm consists of one ten-circuit automatic 
repeater, one eight-circuit storage battery controlling 
board, one hundred and forty-two cells storage battery, 
seventy-six key boxes, and nine keyless boxes, a total 
of eighty-five l)oxes, seven 15-inch gongs, three 8-inch 
gongs, three 6-inch gongs, one tapper, fifty-one miles 
insulated copper wire and one hundred and seventy-five 
poles. 

ACCIDENTS TO EMPLOYEES. 



Date Name How Injared 



Days lodein> 
Lost nity Pmid 



May 6 H. B. Nash Thrown from horse 56 $108.40 

Oct. 23 C. R. Donev Arm injured Aug. 1 4 dj 11.60 

Dec. 28 J. E. Bradsbaw Foot injured . 8i 14.90 
Jan. C. L. Barlow Injury received 

Nov. 11, '06 31 65.00 

102 $199.80 



In addition to the alxjve there was jyaid for doctor's 
hills anrl mclicine the amount of one hundred and ninety- 
three dollars and thirty cents, making a tf)tal of $393.10. 

IMPROVKMRXTS. 

There ua>; a company insiallc I on Florida avenue 
lK*t\Neon Pippin and rninn strci-ts (lc.sij»"nate(l as station 
nninhor six it is tM|in'i)|)c'«l with a two-horse hose wagfon, 
rarrifs otic ih'Misan I feci <»f hosf and other necessary 
e<|nijnnent. atid i^ n'aniu-'l with six men. This company 
ha-^ heen a t:reat helj> U* the department in that it relieves 
the \\aL,'"'i at the central station froni responding; to fires 
m the ^i').'-*^-. and keej)s the center of the city under 
pr'»tc<'ii<>n at all times There wa^ one man each added 
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to hose companies one, three, and four. Three new fire 
alarm boxes, two 15-inch gongs and three miles of wire 
were added to the fire alarm system. 

FIRES. 

The department responded to 284 fires and alarms 
during the year, 20 less than in the year 1906. By refer- 
ring to the cause of fires in this report you will readily 
see that the enforcement of the metal roof ordinance is 
having its eflFect, as the fires from sparks from chimneys 
in 1906 numbered 95, and in 1907 only 36, a difference 
of 59. 

THE LARGEST FIRE OF THE YEAR. 

, December 20th, 12 :50 a. m., box 12, at 421-423 West 
Forsyth street, a three story brick veneer building 
owned by Stockton & Budd and occupied by the Vehicle 
& Harness Company, Florida Furniture Company and 
the S. W. Leach Storage Company. This fire endan- 
gered the neighboring buildings and caused slight dam- 
age to several of them. The value of the buildings and 
contents, where insurance claims were made, are as fol- 
lows: Value $102,600.00; insurance $67,200.00: loss 
$31,142.00; insurance loss $29,167.00. The work of 
the members of the department at this fire was all that 
could be asked. 

CAUSE OF FIRES AND ALARMS. 

Unknown Z7 

Sparks from chimney Z(^ 

False alarms 25 

Grass burning 22 

Trash burning 17 

Kerosene lamps 12 

Defective flues 9 

Out of city 8 

Gasolene stoves 7 

Sparks from locomotive 7 
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Electric wires 6 

Carelessness with matches 6 

From furnace 6 

Cigarettes 5 

Oil stoves 5 

Smoking in bed 5 

From stove pipe hole 4 

Chimneys burning out 4 

Defective fire place 4 

Smoking flue 4 

Ashes in wood 4 

Rats and matches 3 

From fire place 3 

Fireworks 3 

Sparks from stack 3 

Sawdust pile 3 

Spontaneous combustion 3 

Supposed incendiary 2 

Carelessness with gasolene 2 

Coal from stove 2 

Gas stove 2 

Snidking mosquitoes 2 

From retort 2 

Sparks from pile driver 2 

Friction sparks 2 

Overheated stoves 2 

kencciioii from furnace 2 

I'ire pot 2 

pot tar f)oiliii|T^ over 2 

Incendiary 

Defective hearth 

Mo\ '\njr picture machine 

( )]] Uwruiu^ oil Hack 

Paf] tr^easc «»n stove 

Leak) 1 1;^*" i^as pij)e 

I juIuiimil; 

r.arrel r< '-^m 

Slark'iii^' Iin^r 
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The alarms were received as follows: 

Box alarms 167 

Telephone alarms ; 101 

Still or verbal alarms 15 

Western Union Telegraph Company 1 

• Total 284 



GENERAL STATISTICS AS TO FIRE LOSSES. 







Actual Losses 




Value 


Insarance 


Property Lett 


Insurance Lots 


Buildings .... 
Contents 


$711,566.00 
566,560.00 


$640,140.00 
417,S50.0O 


$41,756.00 
42,221.00 


187,884.00 
33,049.00 


Totals .... 


$1,268,126.00 




$058,090 00 


$83,977.00 


$70,938.00 



In conclusion I desire to thank the officers and mem- 
bers of this department for the faithful manner in which 
they have performed their duties, for to them a large 
amount of the credit is due for the work of this depart- 
ment during the year. 

To your honorable body I wish to extend my thanks 
for the many kindnesses shown me since my connection 
with this department. 

Respectfully submitted, 

T. W. Haney, 

Chief Fire Department, 
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POLICE DEPARTMENT REPORT. 



Jacksonville, Fla., December 31. 1907. 

To the Mayor and Board of Bond Trustees of the City 
of Jacksonville, Florida. 

Sirs: 

I herewith submit the annual report and statistics 
of the Pohce Department for the year 1907, being the 
ninth report since the present city charter was enacted, 
and the eleventh report since I became chief. 

The statistics speak for themselves, so that any one 
desirinj^ can compare the totals for 1907 with those of 
the past six years. 

It will be seen there were nearly eleven hundred more 
arrests made in 1907 than in 1906, but I do not attribute 
this to increase of crime, as our city has been growing 
very rapidly, and I think an increase in |)opulation would 
cause a corrcsixmding increase in the number of arrests. 

Attention is called to the fact that during the year 
19<)7 tlie last installment of the purchase money for the 
lot on which the Police Station stands was paid, and the 
city now f»\\ns lx)th the ground and the buildings. 

During the year we installed the Bertillon system of 
identification, and have an officer <lctailed to take meas- 
urenuMits aiul photoj^raphs of criminals, and keep a 
rccMf*! of same in tliat department : and we find this sys- 
t<in quite a valnahle ac<inisitinn to us in identifying 
rrirninals. 

We also iia<l a new an<l np to-tlate bath room adde<1 
tn I I('a.|<juaiters. tints filling a l«)iijLr fdt want and provi<l- 
iuiZ f'lr the CMnifort as well as for the health of the mem- 
bers of the force. 

I u'^h to call y«»ur attention to the excellent discipline 
inaintaMifl hy the flepartrnent, as there was but one 
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charge grave enough to cause a member of the depart- 
ment to be brought to trial before the Board during the 
year. This speaks well for the behavior of the men, and 
the number of important arrests made and the recovery 
of a large amount of stolen property show the vigilance 
and strict attention to duty displayed by the members of 
this department, many of whom have made excellent 
records. 

We regret to announce the death on May 23, 1907, of 
George W. Wall, who had served on the force for up- 
wards of five years. 

I desire on the part of the members of the depart- 
ment to thank his Honor the Mayor and the Honorable 
Judge of the Police Court for the many courtesies 
extended to us during the year ; also the members of the 
City Council, who have been liberal enough to allow a 
fair appropriation in the Budget, to carry on the work 
of the department. 

I wish also to thank your Honorable Body for the 
lively interest you have taken in the welfare of the Police 
Force, in providing for the comfort and the health of its 
members, and for the many acts of kindness shown me 
during the year. 

Respectfully submitted, 

William D. Vinzant, 

Chief of Police. 
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POLICE DEPARTMENT INVENTORY. 

December 31, 1907. 

Police Station, land $ 15,000.00 

Police Station, buildings to date (cost) 28,403.42— 43,403.42 

Electric System, 36 boxes at $150.00 5,400.00 

Electric System, switchboard, etc 2,400.00 

Electric System, 61 J/^ miles copper wire 2,035.50 

Electric System, installation 897.33— 10.732.83 

20 horses at $125.00 each $2.500.00.... 

3 horses at 150.00 each 450.00.... 2,950.00 

Saddles, bridles, halters, blankets and vari- 
ous equipments 715.00 

3 patrol wagons 1,100.00 

Harness, stretchers, etc 275.00 

Wagon, cart, ladders, tools and sundries in 

out houses 116.50— 5,156.50 

Rifles and revolvers 1,793.41 

Ammunition, belts, holsters, etc 599.45 

Manuals, clubs, whistles, badges, flash lights 

and equipments 951.18— 3.344.04 

Furniture and sundry articles in various 

rooms on first floor 384.10 

Furniture and essentials in various rooms 

on second floor 2,274.30 

Finger print and Bertillon System, instruc- 

ments and furniture 283.40— 2,941.80 

Record books for 9 years 1,030.90 

Typewriter 100.00 

Mimeograph 30.00 

Bertillon Sy.stem book 4.50— 1,165.40 

Total $ 66.743 99 
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CHARGES AGAINST PRISONERS— YEAR 1907. 

Assault and battery 23 

Assault with intent to kill 9P 

Assault with intent to kill and larceny 4 

Assault with intent to commit rape 4 

Assault with a deadly weapon '. . . I 

Aggravated assault 3 

Attempt to break and enter 3 

Attempt to rob 1 

Assault with intent to rob 1 

Accessory to murder 1 

Aiding and abetting in murder 1 

Adultery 14 

Allowing cattle to run at large within the pound limit 7 

Annoying passengers at depot 5 

Annoying passengers at depot and resisting arrest 1 

Annoying passengers at depot and obstructing the street 2 

Abandonment of minor children I 

Asleep on the street 6 

Beating his way on railroad train 4 

Breaking and entering 49 

Breaking and entering and grand larceny 3 

Burglary 3 

Bigamy ! 

Breaking glass on the street 2 

Blockading the street 2 

Oiielty to animals 50 

Cruelty to animals and violating the hack ordinance 1 

Cruelty to animals and resisting arrest I 

Cruelly to animals and reckless driving 3 

Careless and reckless bicycle riding 3 

Carejrss and reckless driving !4 

Careless and reckless driving and drunk I 

Card* ss and reckless driving and fighting 1 

(^areless and reckless driving and using profane language.... 1 

Careless and reckless driving of an automobile 4 

Careless and reckless handling of a deadly weapon 2 

( arryitiK c« Jicealed weapons 73 

Carr>in« c»»nceaKMl weafx ns and engaging in a game of chance 1 

C.irryinn oonceaird ueaix»ns and resisting arrest 3 

( ••iiiniitting a nuisance 5 

Crime ayainst nature 3 

('« ntrni(»t of C'« urt 13 

O'ltik' l»ii^in« ss withttut license 53 
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Discharging firearms in the city limits 22 

Discharging firearms in the city limits and carrying concealed 

weapons 9 

Discharging firearms in the city limits and fighting 1 

Driving on the sidewalk 4 

Deserter from the U. S. Navy 1 

Disposing of leased property 3 

Disturbing public worship 1 

Disturbing the public peace 2 

Disorderly conduct 178 

Disorderly conduct by fighting 513 

Disorderly conduct by fighting and using profane language.. 40 

Disorderly conduct by using profane language 31 

Disorderly conduct by using profane and obscene language 2 

Disorderly conduct by throwing glass on the street 3 

Disorderly conduct by throwing brick bats 19 

Disorderly conduct by fighting and carrying concealed weapons 7 
Disorderly conduct by using profane language and carrying a 

concealed weapon 1 

Disorderly conduct by using profane, abusive and threaten- 
ing language 6 

Disorderly conduct by fighting, using profane language and 

carrying concealed weapons 1 

Disorderly x:onduct and indecent exposure of person 2 

Disorderly conduct by fighting, using profane language and 

discharging firearms in city limits 1 

Disorderly conduct by fighting and resisting arrest I 

Disorderly conduct by fighting and vagrancy 2 

Disorderly conduct by fighting and using profane and threaten- 
ing language 3 

Disorderly conduct by throwing trash on the street 1 

Disorderly conduct by using profane and obscene language 6 

Disorderly conduct by selling cocaine 3 

Disorderly conduct by hauling sand from the street 2 

Disorderly conduct and impersonating an oflScer 1 

Drunk and asleep 526 

Drunk and asleep and carrying concealed weapons 5 

Drunk and asleep and indecent exposure of person 1 

Drunk and asleep and resisting arrest 1 

Drunk and disorderly 930 

Drunk and disorderly and indecent exposure of person 14 

Drunk and disorderly and fighting 100 

Drunk and disorderly and using profane language 333 

Drunk and disorderly and committing a nuisance 5 

Drunk and disorderly and suspicious character 12 
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Drunk and disorderly and resisting arrest 22 

Drunk and di>orderly and using profane language and fighting 12 

Drunk and disorderly and carrying concealed weapons 35 

Drunk and disorderly and using profane language and resist- 
ing arrest 15 

Drunk and disorderly and vagrancy 16 

Drunk and disorderly and fast and reckless driving 6 

Drunk and disorderly and interfering with an officer in the 

discharge of his duty 3 

Drunk and disorderly, using profane language and obstruct- 
ing the street I 

Drunk and disorderly, using profane language and carrjring 

a concealed weapon 1 

Drunk and disorderly, indecent exposure of person and resist- 
ing arrest 1 

Drunk and disorderly, using profane language and breaking 

glass on the street 1 

Drunk and disorderly, using profane language and carrying 

concealed weap«>ns 5 

Drunk and disorderly and discharging firearms in the city 

Hmiis 5 

Drunk and disorderly and discharging firearms in the city 

limits and fighting 1 

Drunk, disorderly and gambling 2 

Drunk, disorderly, fighting and carrying a concealed weapon 1 
Drunk, disorderly and using profane, threatening and obscene 

lanifuage 4 

Drunk, (li>nrderl> and leaving team unhitched in the street... 1 
Drunk, <lts irderty. using profane language, fast and reckless 

driviiiK and cruelty to animals 1 

Drunk. iIisnr<itTl\, t'lvhting and resisting arrest 4 

Dniitk, iJisM'-dt'rly. uhihj; profane language and indecent 

r\p 'Mtrr of jH-rsoii 1 

F»rtink, f'l-* »rdcrly, nh'^tructiiig tlu* strriM and resisting arrest.. I 

DriMtk, Mt^nrijt riy aiul breaking glas«» on the street 2 

Drmiif, (lisnrdtrh and obstructing thr street 3 

Drunk, <hs..r»Ierl>. t»bsiructinu the street and using profane 

I.»nti-.»fcre 1 

Dri'Tik. <ltsMr«lerl> and tbrnuinK lirick Kits I 

'>r'jnk. <bN«»rt!erIy and -^inltnin »»n the sidewalk 3 

D't'i-k. fii^trdtrly and \i»»l.itin« the linok ordinance 1 

Drunk. disi)r«lt-rl\, disiIi.irKn»« tirearins in the city limits and 

c.irr \ \Uii c 'lu falrd w . .tpi .us 2 

! 'U' iKi'ik; ni a k.imii* «il el-.in^ e 141 

I- "Ah '1 Ml, tit 31 
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Escaped convict 12 

Embezzlement and jail "breaking 1 

Excavating without permission 3 

Entering a building to commit a felony 2 

Entering a railroad postal car and larceny of letters 1 

Enticing away a female for the purpose of prostitution 3 

Forgery 3 

Fugitive from justice 1 

Fast gj)d reckless driving 22 

Fast and reckless riding 2 

Fast and reckless running of an automobile 5 

Fast and reckless running of a street car 4 

Fast and reckless bicycle fiding 3 

Fast and reckless driving, cruelty to animals and carrying a 

concealed weapon 1 

Fast and reckless driving and annoying passengers at depot . . 1 

Grand larceny 54 

Giving short weight in selling ice 1 

Gambling 1 

Hacking without license 4 

Hitching horse to shade tree and interfering with an officer. . . 1 

Hitching horses without permission 1 

Horse stealing I 

Interfering with an officer in the discharge of his duty 15 

Interfering with an officer in the discharge of his duty and 

fighting 1 

Interfering with an engine 1 

Illicit distilling 1 

Inmate of a disorderly house 137 

Inmate of a disorderly house and fighting 20 

Inmate of a disorderly house and using profane language 3 

Inmate of a disorderly house and drunk and asleep 1 

Inmate of a disorderly house and drunk 9 

Inmate of a disorderly house and resisting arrest 1 

Inmate of a disorderly house, fighting and discharging fire- 
arms in the city limits 1 

Inmate of a disorderly house and carrying a concealed weapon 1 

Inmate of a disorderly house and suspicious character 3 

Inmate of a disorderly house and breaking glass on the street 1 

Inmate of a disorderly house and engaging in a game of chance 6 
Inmate of a disorderly house, engaging in a game of chance 

and selling liquor on Sunday 1 

Inmate of a disorderly house and vagrancy 1 

Inmate of a gambling house and engaging in a game of chance 115 

Indecent exposure of person 11 
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Impersonating an officer I 

Keeper of a disorderly house * 42 

Keeper of a disorderly house and fighting 6 

Keeper of a disorderly house and drunk 4 

Keeper of a disorderly house, selling liquor without license and 

on Sunday 2 

Keeper of a disorderly house, drunk and fighting 1 ^^ 

Keeper of a disorderly house and keeping open place of busi- pM 

ness where liquor is sold, after 12 :00 p. m 1 

Keeper of a disorderly house and engaging in a game of chance 2 jj 

K^per of a gambling house 3 

Keeper of a gambling house and engaging in a game of chance 16 J.^* 
Keeper of a gambling house, fighting and using profane 

language 1 

Keeping place of business open on Sunday and selling grocer- 

. ies on Sunday 10 

Keeping place of business open on Sunday and selling station- 
ery on Sunday 2 

Keeping place of business open on Sunday and selling chick- 
ens on Sunday I 

Keeping place of business open on Sunday and selling dry 

goods on Sunday I 

Keeping place of business open on Sunday and selling liquor 

on Sunday 1 

Keeping place of business open on Sunday and selling meat 

on Sunday 2 

Keeping open, on Sunday, place of business where liquor is 

s<>\<\ I 

Keeping barber shop open after htmrs, on Sunday I 

I-arceny 377 

larceny after tni^t 1 

larceny from the persdii 3 

Lea\'in^r team uiihitelu'd nn the street 9 

KeaviiiK tram unhitched on the street and anmning passengers 

at depot 3 

Lt-avmtf team iinhitt'h«'d «»h th* strt-t-l and resisting arrest.... ! 

Lra\int: tram nnhitihf'<I I'li the ^^r^•.•t ami nhstnicting the street 7 

K"n...-y 13 

Mur.hr 2 

M.ul.rm 2 

M.ili" M"!-* mi . ht« f I 

< >'.-!ri]' tiMfcj th«- s'firt 38 

t >l. 'ntiit'ik' ill -tn-rt .iml aiin'Aim; p,t'^-<' iiy<'r^ at dt i>< t . . . . 9 

< »'i,jr'i' fiMi; fh* •ritt :,.i,| tt^M-^ pr»'t.tm* hoit;iiny»- 3 

< M-Tpi T.k' *ht -tfi.T ,ifl '.si.M'ik' arn-t 1 
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Obstructing the sidewalk 

|jm£lk_and violating the health ordinance. 
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Using profane, abusive and threatening language 2 

Using profane, obscene and threatening language 3 

Violating the automobile ordinance 5 

Violating the plumbing ordinance 1 
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Impersonating an officer 

Keepg^^^j^. disorderly house. 
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Obstructing the sidewalk 23 

Obstructing the sidewalk and violating the health ordinance.. 1 

Obstructing the sidewalk and resisting arrest I 

Obtaining money under false pretenses 10 

Obtaining money under false pretenses and uttering forgery . . 2 

Obtaining money with intent to injure and defraud 2 

Obtaining goods under false pretenses 5 

Passing worthless checks 5 

Peace warrant 6 

Peddling fish 6 

Peddling without license 4 

Posting advertisements on telegraph pole 1 

Riding a bicycle on the sidewalk 25 

Receiving stolen goods 11 

Refusing to carry a passenger in his hack 7 

Removing sand from public park without permission 1 

Running an automobile in excess of the speed limit 18 

Robbery 10 

Rape 2 

Reckless driving 2 

Reckless bicycle riding 1 

Refusing to pay hack fare. . . ,. :^. .-:.....:. 1 

Spitting on the sidewalk. . .}.,/. ,;. ;. . . . , 16 

Suspicious character ." 241 

Using profane language and' carrying concealed weapons 5 

Suspicious character and r^sist^n^g t^if pest 1 

Selling liquor without license and on Sunday 7 

Selling liquor without license. ".'.". 3 

Selling liquor on Sunday 2 

Selling liquor in local option county 1 

Selling produce on Sunday I 

Seduction 1 

Trespass 1 

Using profane language 134 

Using profane language and fighting 15 

Using profane language and carrying concealed weapons 5 

Using profane language and resisting arrest 3 

Using profane language and disorderly conduct on a street car I 

Using profane and obscene language 24 

Using profane and threatening language 11 

Using profane and abusive language 10 

Using profane, abusive and threatening language 2 

Using profane, obscene and threatening language 3 

Violating the automobile ordinance 5 

Violating the plumbing ordinance 1 
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Violating the hack ordinance 17 

Violating the hack ordinance, using profane language and 

resisting arrest 2 

Violating the health ordinance 604 

Violating the bicycle ordinance 1 

Vagrancy 286 

Wife desertion 3 

Total number of charges year 1907 6,168 
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AUDITOR'S REPORT. 



Jacksonville, Fla., December 31, 1907. 

To the Board of Trustees for the Watenvorks and 
Improvement Bonds of the City of Jacksonville, 

Gentlemen : 

Herewith I beg to submit for your consideration the 
financial statement for the year 1907 of the departments 
under your control. 

There has been no change during the year in the 
amount ($1,768,000.00) of outstanding city bonds the 
interest on which, being at five per cent., amounted to 
$88,400.00 payable semi-annually. 

The interest paid during the year amounted to exactly 
$88,400.00, making a total of $711,603.33 paid to this 
date on these bonds, and leaving $6,962.50 of interest 
due, the coupons for which have not been presented to 
the city treasurer for payment. 

The receipts and expenses of both the waterworks 
and the electric plant are herewith given in the shape of 
comparative statements for the years 1904, 1905, 1906 
and 1907, and therein show a gratifying increase in the 
amount of business and the profits to the city resulting 
therefrom. 

Respectfully submitted, 

J. EvARTs Merrill, 

Auditor. 
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STATEMENT OF INTEREST COUPON ACCOUNT. 

Coupons Paid During the Yrar Ending December 31, 1907. 

Series No. 20, due May 15, 1904— 

From $1,000 bonds, Nos. 300, 416 to 420, 471. 472. 

498. 611.612. 646 and 702. being 13 at $25.00each.$ 325.00 
Series No. 20, due May 15. 1904— 

From $500 bonds. Nos. 955 to 962. 1,020. 1.059. 1.062 

and 1.063. being 12 at $12.50 each 150.00 

Series No. 22. due May 15. 1905— 

From $1,000 bonds. Nos. 649 and 823. being 2 at $25.00 

each 50.00 

Series No. 22, due May 15. 1905— 

From $500 bonds. Nos. 1.034. 1.056, 1.057. 1.085 to 

1.087. being 6 at $12.50 each 7500 

Series No. 23. due November 15. 1905 — 

From $1,000 bonds. Nos. 814 to 817. being 4 at $25.00 

each 100.00 

Scries No. 24. due May 15. 1906— 

From $1,000 bonds. Nos. 140, 239, 618 to 625. 656. 

657. 661. 672, 814 to 817. being 18 at $25.00 each. . 4500) 
Scries No. 24. May 15. 1906- 

From $500 bond. No. 1,062. being 1 at $12.50 XZSO 

Scries No. 25. due November 15. 1906— 

From $1,000 bonds. Nos. 17. 18. 68 to 73, 98. 106. 
107, 112 to 116. 127. 140. 179. 197. 229. 230. 239. 
241 to 243, 272, 274 to 277. 280. 281. 300. 316. 317. 
333. 334. 381, 382, 385. 388. 389. 459 to 468. 471. 
472. 481 to 485, 501 tc» 506. 516 to 518. 537. 552 to 
556, 572 to 576. 584, 608, 609. 618 to 625. 638. 639. 
641. M9, (}SX 656 to 6()0. 672. 673, 689. 691. 705. 
712, 752 to 755. 814 to 817. H2X 824. 827. 830. 846. 

K47. 8S3 and 876, luinK 123 at $25.(K) each 3.075.00 

Srrir^ No. 25, due N<.v«-niher 15. l^KV— 

From $50r) U,mK. N-s. 9(19. 91(», 912, 913, 922. 925 to 
9M\ 'm tr» 9M), 9(}7, '>(^, ^)77, 991, 992. 1.012 to 
1.015. 1.018. I.OH l.tH3 t<. 1,046. 1.056. 1,057. 1.062. 

l.ti^>.V l.u<3 tn I.IWO, hoiuK 45 at $12. V) each 562.50 

.*^iri-v Nn 9. fhu M.i> 15. 1906— 

It Til $t.'«'0 !.■ ikIs, \o^. 257 aiid 2S><, Ix-inR 2 at 

$J5<fct .... h 50.00 
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Series No. 10, due November 15, 1906— 

From $1,000 bonds. Nos. 38 to 50, 140 to 144, 161, 165, 
168, 212, 227. 251 to 255, 257, 258, 265, 284 to 288, 
314, 317 to 319, 321, 336, 337, 340, 341, 345, 365, 
369, 371, 372, 386, 388 to 398, being 62 at $25.00 
each 1,550.00 

Series No. 26, due May 15, 1907 — 

From $1,000 bonds, Nos. 1 to 384, 386 to 455, 458 to 
to 530, 532 to 617, 621 to 650, 652 to 655, 658 to 
756, 758 to 816, 818 to 876, being 864 at $25.00 each 21,600.00 

Scries No. 26, due May 15, 1907 — 

From $500 bonds, 901 to 990. 998 to 1,057, 1,059 to 

1,092, being 184 at $12.50 each 2,30000 

Series No. 27, due November 15, 1907 — 

From $1,000 bonds, Nos. 1 to 22, 25 to 57, 61 to 63, 
65, 66, 74, 75, 78 to 116, 120 to 126, 128 to 139, 
141 to 151, 153 to 157, 160 to 178, 180 to 196, 198 
to 205. 213 to 227, 229 to 235, 238, 240, 243, 245 to 
259, 261, 262, 265 to. 299, 301 to 332, 335 to 378, 
381 to 384, 386 to 4t5, 421 to 450, 458, 469, 470, 
473. 476 to 497, 499 to 530, 532 to 536, 538 to 543, 
547 to 571, 577 to 600, 607, 613 to 617, 626, 627, 
633 to 645, 649, 652, 654, 655, 658, 663 to 671, 674 
to 687, 690, 692 to 701, 703 to 725, 730 to 753, 
755, 756, 758 to 813, 815, 816, 818 to 821, 823, 825 
to 829, 831 to 845, 847 to 858. 861 to 875, being 734 
at $25.00 each 18,350.00 

Series No. 21^ due November 15, 1907 — 

From $500 bonds, Nos. 901 to 906, 908, 911. 912, 914 
to 921, 923 to 952, 963 to 968, 970 to 976, 978 to 
990, 998 to 1,007, 1,012 to 1,015, 1,019, 1,033, 1.034, 
1,037 to 1,039, 1,047, 1,048, 1,056, 1,057, 1,064 to 
1,068, 1,070 to 1,087, 1,090 and 1,092, being 122 
at $12.50 each 1 525.00 

Series No. 11, due May 15, 1907— 

From $1,000 bonds, Nos. 1 to 330, 333 to 400, being 

398 at $25.00 each 9.95000 

Series No. 12, due November 15, 1907 — 

From $1,000 bonds, Nos. 1 to 61, 64 to 127, 131 to 
137, 140 to 191, 193 to 226, 231 to 255, 261 to 264, 
266 to 270, 276 to 281, 284 to 288. 303 to 311, 314 
to 316, 320, 333 to 340, 342, 343, 345 to 361. 364 to 
370, 373 to 385. 388 to 392, 397 to 400, being 332 
at $25.00 each 8,300.00 
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Series So. 2, due January 1, 1907 — 

From $1,000 bonds. Xos, 1 to 400, being 400 at $25.00 

each 10.00000 

Scries Xo. 3. due July 1, 1907— 

From $1,000 bonds. Xos. 1 to 171. 173 to 400. being 

399 at $25.00 each 9.975.00 

Total interest paid during the year 1907 $ 88*4a)00 

Total interest paid to December 31, 1906 623^)333 

Aggregate interest paid to December 31. 1907 $711.60333 

Leaving Coupons Duk and Oi'tstandinc Deck.mbee 31. 1907, iiT 
NOT Pbesentkd row Paymf.nt, as Foi-lows : 

Series Xo. 21, due Xovember 15, 1904 — 

From $l,Ot)0 bonds, Xos. 128 to 137. 456. being 11 at 

$25.00 each 275.00 

Series Xo. 22, due May 15. 1905— 

From $1.(X)0 bond. Xo. 456, being 1 at $25.00 25.00 

Series Xo. 23, due Xovember 15. 1905^ 

From $1,000 bond, Xo. 456. being 1 at $25.00 25.00 

Scries Xo. 24, due May 15, 1906— 

From $1,000 bond, Xo. 456. being 1 at $25.00 25.00 

Series Xo. 24. due May 15. 1906- 

From $500 bonds, Xos. 993 to 997, being 5 at $12.50 

each d2iO 

Series Xo. 25. due Xovember 15, 1906— 

Fn>m $1,000 bonds, X<»s. 456, 531 and 757, being 3 at 

25.00 each 75X» 

5M;rics Xo. 25, due Xovember 15, 1906— 

Fn>m $5<K) iKjmK. Xov 993 to 997. 1.058, being 6 at 

12.50 each 75.00 

Scries No. 26. (liie May 15. 1907— 

Fn.m $1.0(1) iH.nds.'Xos. 385. 456, 531. 618 to 620. 656. 

tiS7, 757. 817. UinK U) at $25 .tt) each 250 00 

Srrirs No. 26. due May 15. 1<XI7— 

Krnm .55<«n h«.n<U, Xos. 9*^1 tt> 997, 1.058. l>eing 8 at 

$1J.5<) rarh 100.00 

Strirs No 27. <hir .\M\cnil»rr 15. 19(»7 — 

FVonj $1.IM) Ih nils. No^. 2X 24. 58 tc» 60. 64. 67 to 73. 
76. 77. 117 to ng. 127. 14^>. 152. 158, 159, 179, 
Vf7, J 6 I.. 2\2, 22H, 2M\ 237. 2.V). 241. 242, 244. 
yi\ 2tA jr»4. ^ni ^^^, XU, .179. .^». 385. 416 to 
42i». »5I u* A's\ 45<^ I.. 4(^, 471. 472, 474, 475, 498. 
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531, 537, 544 to 546, 572 to 576, 601 to 606, 608 to 
612, 618 to 625, 628 to 632, 646 to 648, 650, 653, 
656, 657. 659 to 662, 672, 673, 688, 689, 691, 702, 
726 to 729, 754, 757, 814, 817, 822, 824, 830, 846, 
859, 860 and 876, being 140 at $25.00 each 3,500 00 

Series No. 21, due November 15, 1907 — 

From $500 bonds, Nos. 907, 909, 913, 913, 922, 953 
to 962, 959, 977, 991 to 997, 1,008 to 1,011, 1,016 to 
1.018, 1.020 to 1,032, 1,035, 1,036. 1,040 to 1,046, 
1,049 to 1.055. 1,058 to 1,063, 1,069, 1,088, 1,089 and 
1,091, being 70 at $12.50 each 875.00 

Series No. 12, due November 15, 1907 — 

From $1,000 bonds. Nos. 62, 63, 128 to 130. 138, 139, 
192, 221 to 230, 256 to 260, 265, 271 to 275, 1»2, 
283. 289 to 302, 312. 313, 317 to 319, 321 to 330, 
341, 344, 362. 363, 371, 372, 386. 387, 393 to 396, 
being 66 at $25.00 each 1,650.00 

Series No. 3, due July 1, 1907 — 

From $1,000 bond, No. 172, being 1 at $25.00 25.00 

Total amount outstanding December 31. 1907 $ 6,962.50 



STATEMENT OF THE ESTIMATED VALUES OF CITY 
PROPERTY IN THE VARIOUS DEPARTMENTS UNDER 
THE CONTROL OF THE BOARD OF BOND TRUSTEES. 

Dfxember 31, 1907. 

Waterworks plant (cost) $571,057.05 

Waterworks grounds 40,000.00 

Electric light plant (cost)....- 523.567.80 

Sewer system (cost) 520,853.18 $1,655,478.03 

Fire Stations (6), land and buildings $ 54,700.00 

Equipments, furnishings, etc 41.800.00 

Fire alarm system 18,117.00 $ 114.617 00 

Police Station, land and buildings $43,403.42 

Equipment, furnishings, etc 12,607.74 

Police alarm system 10,732.83 $ 66,743 99 

Total $1,836,839.02 
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put in giMKl order. The engine is now in first-class 
condition. 

\o. A — 8 nn'llion Triple Expansion Fred M. Pres- 
cott, the erection of which was commenced last Deceml)er, 
was starteil up on the 30th of Januar\\ and tested Fel>ru- 
ar\* 6th. The pump worked ver\' nicely, coming up to 
all the requirements of the specifications and guarantee 
of the builders, with the exception of the breaking of 
several condenser tubes on each side of the condenser. 
cau.se<l by the force of the water flowing into the pump 
suction and the failure of the float in the jacket pump. 
The pump has worked ver\' well during the year. 

FUEL. 

ITie fuel oil pumps were put in gcKxI order, a new 
suction line run to the oil tanks and a series of tests com- 
menced to determine the relative values of oil and a>al 
as fuel, under the conditions we would have to use them. 

With the excepticm of the months of Sq)teml)er and 
Deceml)er, Xo. 2 .\nthracite has l^een u.sed <Iuring the 
year for fuel, and an average of 6.7 tons of 2,0(K) iKmn<K 
|)er day have l)een burned. One hundred and thirty- 
five tons of Bituminous coal were bunied in Septeml)er. 
being an average of four and a half tons |)er day. In 
l)eceml>er there were burned a hundred and eleven and 
one half tons of soft ooal and one hundred liarrels of 
fuel c»il. 

FR'ILDINGS. 

After completing the erection t)f the 8 million 
l*resc<»tt Pump, the wcmmI work and tile flcH)r were com- 
pleted in the engine HMim extension. 

The walls of the well house which were cracked l>adl\ 
were torn down and a new concrete foundation put in 
and the waIN rebuilt. 
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TAPS. 

Six hundred and two taps have been put in during the 
year. The total number now in the mains is 6,587. Of 
this number 690 are not in use, leaving 5.897 taps in 
service. 

METERS. 

Five hundred and twenty-eight meters were pur- 
chased during the year; fifteen have been condemned, 
two were stolen from service and one hundred and 
fifty-eight are in the shop for inspection and repair, leav- 
ing four thousand and twenty-six in service. 

WATER. 

1,195,838,939 gallons of water have been pumped 
during the year, an average of 3,267,319 gallons per day, 
being an increase over last year of 238,980 gallons per 
day. The total flow of all of the artesian wells on Decem- 
ber 31st, 1907, was 5,673,288— on December 31st, 1908, it 
was 4,957,526 gallons in twenty-four hours : a falling oflF 
of 715,762 gallons during the year. At this rate it will 
l)e necessary to put down another well next year. In 
September the reservoir was emptied and thoroughly 
cleaned : all of the cracks in the side slopes were cut out 
and grouted. The water tower tank was emptied, the 
inside of the tank thoroughly cleaned, and given two 
coats of pamt. The vertical 20-inch steel supply pipe to 
the tank was taken down, a number of defective rivets 
cut out and replaced with new ones, the pipe thoroughly 
cleaned and given two coats of paint inside and outside. 
The aerating basins are in good order. 

MAINS. 

Laid a temporary 6-inch main across the railroad 
yards at Myrtle Avenue so as to take the existing 6-inch 
mam out of the way of excavating for the subway under 
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ihe Jacksonville Terminal Tracks between Bay an«l 
Dennis streets. After the completion of the walls of sub- 
way laid a peniianent 8-inch water main just outside ni 
the east wall of the subway from Bay to Dennis street, 
and connected up all of the branches after lowering them 
to the proi)er grade. The changes of grade on the vari- 
ous streets that have been paved have necessitated the 
lowering of over 3,(XX) feet of six and eight- inch water 
mains on the various streets. 

The following new ma ns have l>een laid: on M\nle 
avenue. Bay to Adams street, 810 feet : on Palmetto street. 
Duval to Monroe, 275 feet; on Drew street, Bay to 
lM)rsyth, 286 feet: on Catherine, Adams t<» Monroe 
street, 284 feet: on Catherine, Forsyth to Adams street. 
284 feet; on Catherine between Church and Duval, 14<» 
feet and four inches: on Ionia street between Odessa and 
Pippin, 2HH feet and six inches: a total of 2,367 1<V12 
feet. 

The ft)llowing 4-inch pii>e was taken up and relai i 
with 6-inch : on Ionia lietween Union and Jessie,. 280 feet : 
on Forsyth west of Drew, 140 feet. 

TWO-INCH (;alv.\\izki) iron mains lmd during; r*is 

Ionia St , North from Fifth St 22S 

Ki«hth St., West from Davis St 21r» 

Bridicr St . South from Jessie St '»51 

Mis-ouri St., West from First Ave UA 

Fiiihth .St.. West f nun Ue St 1/4 

J«.hns..n St. North from FiKhth St 12A 

\\:\\ St.. Soutli from Lomax St 3*» 

Johnson St . South from F.iuhth St ^5 

I-iura St. South fmm KK-venih St 3*W 

\\ ilham St . I'ast from Wahuit St 15»» 

Clevelanil St, North from Kinvis Rnad 181 

l-islur St. North from Alhiou St 1/45 

Uhirty St, North from Nmth St f^l 

SptarinK St. South from Darwin St 118 

D\.il St. Fast from Ii^lifr St 15*^ 

RoM-Ile St. F-\ist froui t liarhs St . UK 
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MAINS LAIX)r-Contmued. ,. - . ,.mJ:I 

where: laid « PB!KT>t 

Albert St., East from Talleyrand Ave ;..;... ,28S 

Smith St., North from Highway Aye* ^ 421 

Herschell St., East from King St. . . ! 218 

Alley W. of Davis St., N. from Kings Road 187 

Cherry Ave., North from Highway Ave 1,069 

Jackson St., West from Winter St 110 

Margaret St., North from Post St 990 

Lemon St., West f i;om Margaret St 38 

Lydia St., West f i-om Copeland St 301 

Herschell St., West from Stockton St 297 

St. Johns Ave., East from King St 828 

Goodwin St., South from Riverside Ave 360 

Roselle St., East from Oak St Ml9 

Blue Ave., South from A St. 210 

Barrs St., North from St. Johns Ave 132 

Lancaster St., East f roni Riverside Ave 402 

Osceola St., South from Park St 165 

Van Buren St., South from Argyle St 126 

Florida Ave., South from Jessie St 96 

Railroad Ave., South from Phelps St * 282 

Railroad Ave., North from Third St 126 



12.242 
Total laid during year e(|ual to 2 miles, 1,682 feet. 

VALVES. 

The following valves have been set : 8-inch State and 
Cedar. 6-inch Ionia and Pippin, two 6-inch Forsyth and 
Catherine. 6-inch Forsyth and Drew, 6-inch Adams and 
Spearing". 6-inch Adams and Catherine, two 6-inch Laura 
near Bulkhead. 6-inch Palmetto street, south of Duval ; a 
total of ten valves. All valves have been worked c'md 
packed. 

FIRE HYDRANTS. 

Three fire hydrants were set : at Albert and Van- 
Buren. Eighth and Walnut and Seventh and Walnut. 
New fire hydrants were set in place of old ones at Njnth 
and Silver. Ashlev and Cedar. Church and Newman, 
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Beaver anil Xewnan, Riverside avenue an<l McCoy. 
Riverside avenue and Leiia. Eighty-eight fire hydrani> 
were repaired. 

Respectfully submitteil. 

R. X. Ellis. 

StiperinteptJent, 



WATKRWORKS STATISTICS. 

Rrport or 1908. 

Flam Innit in 1879-«). 

Owned by the city. 

Appraised present valuation, $513,113.43. 

Source of supply, Howing artesian wells. 

.Mcxle of supply, direct pumping and to water tower. 

PUMPING. 
Builders of pumps, H. R. Worthington and Fred M Prescott 
Steam Pump Company. 

Builders of l)oiters, Babcock & Wilcox. 

Kuel used. So. 2 anthracite coal. 

Coal consumed for year, average per day, 6.7 tons. 

Total gallons pumped, 1,195,838,939. 

.\vcragc dynamic head, 150 feet. 

\uml>er of gallons pumped per ton of coal, 487,659. 

Cost of pumping tiased on pumping station expense^, $19^6899 

Per million gallons pumped, $16.19. 

Per million gallons raised 100 feet high. $10.79. 

(ONSI'MPTIO.V. 

K^tnnati•<l population. 50.000. 
Total g.*Ilons supplied, 1.195,838,939. 
Avoragf dail> consumption, 3,2^*7,319. 
(ialton^ per cla\ Xo c.icb inliabitant. '>5.34. 
(iall<»!i«. ptT «la> to f.ich ^'tTMCf. 554 

hlSTKKUTIO.V 

M.iiMii, c.i^t iron 

Si/t , 4- null to 2\l iiu li 

Kxtfiidfd. 2,3^v fret 

Total in um*. 61 milr*. 22^ fert 
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Hydrantb added, 3. 

Number in use, 620. 

Stop gates added, 10. 

Number in use, 438. 

Pressure (domestic), 62 pounds. 

SERVICES. 
» 
Materials, galvanized iron and lead. 
Services added, 602. 
Number in use, 5,897. 
Meters added, 511. 
Number in use, 4,026. 
Percentage of services metered, 68.27. 
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SEWER DEPARTMENT REPORT. 



Jacksonville, Fla., December 31, 1908. 

To the Trustees for the IVaten^'orks and Improvement 
Bonds of the City of Jaeksonville, Florida. 

Gentlemen : 

I herewith subniil a re]X)rt of the operation of the 
sewer department for the vear ending December 31, 
1908. 

The sewers have been flushed regularly through hose 
from the fire hydrants, in additon to flushing from the 
automatic tanks. The excessive rains (hiring the summer 
and fall, and the consequent excessive saturation of tiie 
ground, developed a great many leaky joints causing 
a number of breaks, and large quantities of very fine sand 
found its way into the pipes. We have had to use the 
jointed rods to remove this sand, and to locate the leaky 
joints. 

The Springfield sewers have been extended to such an 
extent on the east side of Main street that the main sewer 
on Phelps and Liberty streets is greatly overloaded. 
Another twelve inch sewer should be laid on these streets 
so as to relieve the present sewer. 

The northeast section of the city is building up 
rapidly and this section cannot be reached by the present 
.system of sewers. Owing to the topography of this sec- 
tion, some of the territory being (juite low. a pumping 
.station will have to be put in and an outfall sewer laid 
from Deer Creek to the river, on or al^out the line of 
Winthrop or Dial streets. All that part of the city north of 
Third street in Campbell's Addition and north of Ninth 
in Springfield, as far west as Ma'n and north of Deer 
Creek to the St. Johns river, will be served by this system. 
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The greater part of Oakland is still without >e\ver^ 
and is beconiini^ densely jjopulated. 

Another very populous district that is without sewer>, 
water or drains, located near the center of the city, that 
should for sanitary reasons have immediate attention, i^ 
that district known as Hansontown. Before any jier- 
manent improvement can be made it will be necessary to 
lay out streets of proi)er w idth that will conform to exist- 
\ng streets, so that a proi)er system of sewers and drains 
can l>e laid. As this district now stands there are nt)lhini; 
but irregular lanes and alleys through it, making it imi)«»'i- 
sible to lay either water mains, sewers or drains. .\> it 
will take .some time to accomplish this it should l)e taken 
in hand without delay. 

The Springfield and Fairfield sewer-pumping stations 
are in g(M)d working order. The Fairfield pum|>-hoUMr 
will have to have a new metal r(K>f and l)e jmintefl. 

The new pump for the Jefferson street pumping 
station, the contract for which was awarded Ui the Morris 
Machine Works last July has I)een delivered. The pump 
honsf will I)e rebuilt and the new pump set. 

The capacity of the drains was greatly overtaxed b\ 
tlu- excessive rains of the j)ast year. The drain (tf 24-inch 
u-rra cotta on Liberty street iK'tween Fifth and S'xth 
streets, broke, caved in and ch(>ked. causing all that fwrt 
of Springfield between Sixth and Seventh from Hubltard 
to Ionia to be badly flout U'd. A ditch was dug on Libert\ 
street from .Sixtli to I'ifth streets so as to run off the water 
and clear tlie obstructej <lrain. As scKm as the ground 
waitr liad gone down siifficieutly this terra cotta pi|H' 
diaMi was taken uj) between b'iftli and Sixth *^lreet*^ an 1 
rt'Iai*! witli biuk. M-^o laid large pi|H* to the catchlwsni 
af S'\lli and Libcrtx sirrets. 

i\'ii:xsi()\s oi' si:\\i-:rs wd dr.mns. 

I he fMllowmj^ si'wcrs were laid under contract with 
l*'\a'i \ (■•"ipam : ( )n Piairs >tre<M. St. Johns avenue to 
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bulkliead. 444.1 feet 8-inch T. C. pipe; St. Johns avenue, 
Barrs to Mallory, 2,306.7 feet 8-inch T. C. pipe; Wahuit 
street. Eighth to Ninth, 497.1 feet of 8-inch T. C. pipe; 
Eighth street, Wahiut to Ionia, 326.1 feet 8-inch T. C. 
pipe; Kings Road, Madison to Burbridge, 1,928.2 feet 
of 8-inch T. C. pipe; King street. Oak to Lydia, 979.6 
feet of T. C. pipe; and eleven manholes were built. 

Under contract with D. M. Baker work was done as 
follows: On Jefferson, syphon line to Missouri street 
was laid 192 feet 12-inch T. C. pipe; on Missouri street. 
Jefferson to Fifth avenue, 2,200.3 feet of 12-inch T. C. 
pipe ; and nine manholes were built ; thus making the total 
extension of the sewers 8,874.1 feet. 

The drains were extended under contract w^ith Bryan 
& Company as follows : On Kings Road from Madison to 
Davis, 369.2 feet of 24-inch T. C. pipe; on Davis street. 
Kings Road north, 517.9 feet of 24-inch T. C. pipe; on 
Seventh street. Liberty to Hubbard, 960 feet of 12-inch 
T. C. pipe; on Ninth street. Liberty to Walnut, 485.9 feet 
of 12-inch T. C. pipe; on Fourth, Silver to I^ura, 470.5 
feet of 12-inch T. C. pipe; and eight manholes were built ; 
making the total extensions of drains 2,803.5 feet. 
Forty-five new catch basins were built, and seven re-built. 
Some 316 house connections to the sewers were laid for 
the i)lumbers during the year. 

Resi)ect fully submitted, 

R. N. Ellis, 

Superintcudcut. 
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ELECTRIC DEPARTMENT REPORT. 



Jacks<)X\iij,e. Fla.. I^ecenitxfr 3K 1^W<. 

To the Trustees for the irateneorks ami Imf^roxenieHt 
Bonds of the City of Jaeksomille, Florida. 

(Gentlemen : 

I herewith submit a reiK)rt of the operation of the 
City Electric Light Deiwirtmem for the year en<linj;( 
i:)ecemt)er 31st. lOOS. 

The receipts from lights and |)o\\er for the |)ast \ear 
amounted to 52^4.705.22. an increase of $32,820.88 over 
last year. The ct^st of oi)erating was $179,739.61, leav* 
ing $1 18.3rK).29 as the eanu'ngs of the plant: i)f this sum 
$80,615.80 was ex|)ende(l for new machinery. Mreet 
lamps, transformers, meters, etc. 

The output of current for the year amounted to 
6.074.779 K. W. for whicii we received 4.85 cents |)er 
K. \\\ Tiie total operating ex|KMises were $179,739,61. 
nr 2.958 cents per K. W. 

The ro(»f of the lH)iler house was completed earh in 
P'ehruary: the iron breeching, to connect l)oilers Xo>. 4. 
5 and 6 witli the new chinmey. was completed and put 
up: the old ])nck chinmey was torn down and the ^>0-inch 
sttel smoke slack to Xos. 7 and 8 l)oilers removed: a 
new iron tank for li*»t well was put in the basement in 
take the place nf the <»ld one that was in the l)oiler-room : 
the pump jMt in the lM»ikT-room was enlarged so a** t«» 
make r«»o!n f«>r a new W'orthington Vertical Duplex 
lloiler i-Ved Pump and the two 1 .50<) II. P. Cochrane 
I'fcd Water Heater^ that were lioui^lu ; all the other feel 
p:iiiips wt-re re-arranged and new \vtu\ piping put in si. 
a^ t»» pir.jH'rIy connect up pnnips to heaters and to Ixiilers 
\m 1 35<» II P. I lannjton Coiliss Tandem Kngine and 
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condenser, and part of the main counter shaft, were re- 
moved to make room for the 1,500 K. W. AUis-Chahners 
Steam Turbo generator and its condensing outfit, the con- 
tract for which was made last year. This machinery was 
dehvered promptly, the turbine arriving here on May the 
1st: the foundations were completed May the 18th, con- 
densing outfit was then set and the turbine erected, the 
piping completed, and the Turbo-generator put in service 
on the 29th of July and continued in regular service to 
August 1st, thirty days run. We then opened up the tur- 
bine and examined it thoroughly, finding everything in 
good shape : after which the machinery was put together 
again and started on another thirty days' run. On Sep- 
tember 30th we found that the cast iron oil pipe through 
the base casting had cracked, the cause being unecpial 
expansion; a brass pipe was put through the casting mak- 
ing temporary repair and we continued to use the turb'ne 
until the Allis-Chalmers Company sent out a new base 
casting, which arrived on November 2nd. On November 
7th, at 1 1 :00 p. m. we commenced jacking up the tur- 
bine, removed the old casting, put in the new one, 
replaced the turbine, lined it up, and put it in regular 
service again at 3.40 p. m. November 9th : and it has been 
in regular service since. This machine runs very 
smoothly and regulates very closely. 

The condensing apparatus furnished by the C. H. 
Wheeler Manufacturing Company has worked well and 
maintains a good vacuum. 

The 200-lamp 4-ampere Luminous Mercury Arc 
Rectifier System for street lighting, contracted for last 
year, was delivered by the General Electric Company in 
the early part of January, erected, and put in operation 
early in February. I^he lamps give a much better light 
than the old open 9.6-ampere arcs which they displaced, 
using one-third less current and burning fifteen days with 
one trimming. .\s all of our street lighting circuits are 
now fullv loaded, and there is a constant demand for more 
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lig^lits, we should have another hundred Hght equipment 
installed as soon as i)Ossible. We have improve<l our 
5()0-volt power circuit by running a pair of new OCKX) tee<l 
wires from the iK)wer station to Bay street. We have 
also increased the size of wire on some of the commercial 
circuits, and have run a third wire on four of the circuit>. 
and will s<H)n have two more completed. This will 
diminish the drop on the lines and enable us to furmsh 
current for 3-phase motors over a large part of the city. 
There has l)een a steady increase in the demand for light*- 
and iK)wer. Six hundred and ninety- four new cut-in< 
were made during the year: of these thirty-one were f«>r 
5(K)-voIt motors amoimting to 204 H. P.: nineteen were 
for alternating motors aggregating 102 H. P.: six hun- 
dred and fortv-four were for lighting services with 
13.2K6 lights. 

The general condition and repairs done to machincN 
is as follows : 

noILKRS. 

Xo. 4 Boiler is in good condition; put in new short 
tnl>cs at hack end <»f l)oiIer. reseated check and fee<l> water 
valves, face<l off l)I<>\\-offs and renewe<l blow-off piping. 

X«». 5 Boiler is in grwHl cond'tion; 26 long tul)es were 
renewed, two blow-off valves replaced with new ones. 
blr>w-off pipes renewed and brick setting repa'red, 

Xo. () pM.iler : Renewed one long and one sh«»rl k'lck 
tube, retu-wed beater ni])ples (»n one side, reseated feed- 
water \al\es and renewed seats (»f blow-ofT valves. The 
boiler is now in ^'< >od order. 

X'^os 7 and S r>»»ilers were strip])ed an I given a 
|1'o«...j:j|i r .\ (m tMiihnt; : all deftcti\e vahes and p pm^ 
wfte lent wed. rebnilt Innler fronts, renewed ImtTle plates 
and hre bi iek. rebnilt setting and male coiniectic»n to new 
ebnnne\. Tlie^e boilers are i]ow in tirsi rate order. 

Xo. <^ l»<»iler: Renewed .? lon*^*^ tnbes. e\pan«le I tliri*e 
tnbe^ and fared «»tT blow off seat^ 
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No. 10 Boiler: Faced off blow-off valve seats, put 
new valves on super-heater drain pipe, and repaired arches 
over furnace doors. These boilers are now in good 
condition. 

EXGIXES. 

No. 1 — 350 H. P. Hamilton Corliss Engine was 
removed in April to make room for the 1500 K. W. 
steam turbine. 

No. 3 — 750 H. P. Cross Compound : The L. P. 
cylinder of the engine was bored out, a new piston and 
rings made and put on, the crank brasses rebabbited, the 
H. P. piston rings refitted, the dash pots and receiver 
overhauled. 

The three 200 K. \V. DeLaval Steam Turbines are in 
good order: they have been used very little during the 
past year. 

The 500 K. W. Curtis Steam Turbine is in good 
order. .\ new brass baffle was put in on the pressure 
supply pipe for the step bearing. 

No. \A — 500 K. W. Allis-Chahners Steam Turbine: 
We had some trouble with the outer bearing on the gene-, 
rator end of the machine on account of end-thrust of the 
generator shaft. The trouble was caused by uneven wear 
of the coupling between the generator and turbine shafts 
and it was eliminated by squaring up the teeth of the 
coupling: a new endbearing was put in place of the one 
that was overheated and the machine has worked well 
since. We were troubled by the formation of scale in 
the water seal of the turbine from the hard water we 
had been using; a shallow drive-well was put down in 
the basement, a steam pump attached to the well, and we 
are now using this water for the water-seal of all of the 
turbines; while the water is not as soft as it should be, 
yet it is a great improvement over what we had been 
using. 
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No. 16 — 500 K. W. Allis-Chalniers Turbine is in 
good order. The lK)ttoni bearing of the governor was 
bushed, a number of joints in the oil piping renewed and 
the water-seal rings cleaned of scale. 

STEAM DRIVEN AUXILI.XRIES. 

The 23 K. W. Curtis e.xciler: On June 3rd several 
coils burned out of the armature: a new set of coils was 
put in and the governor overhauled, putting in a new 
stem. 

Ball Engine direct coiniected to 50 K. \\\ Exciter: 
Changed exhaust pi|)e so a to discharge steam into the 
Cochrane heater, and re-babbited crank brasses. Tliis 
machine is in good order. 

Xo. 3. Circulator and .\ir Pump: 'lliese pump> 
were given a thorough overhauling, the cylinders l)eing 
l)ored out, valve-seats faced, new valve put in. and all lo>t 
motion taken up. 

The Del^val Circulating pumj) of the Alberger C^n^- 
denser is in gtMxl order. 

Xo. li Circulator is in gcMxl onler. \'alve gear waN 
refitted an<l crank brasses re-babbited. 

Xo. 14 Circulator: The eng'ue was fitted with a new 
pisidii and rings, and the steam valve refitted. 

Xo. ]() Circulator: Xew piston rings and a new 
ccccnlric rod were the repairs ma<Ie during the vear. 
AIR PCMPS. 

The two-stajL^c air pump to Alberger Condenser i< in 
*:,* M . 1 indtT. 

\o. \2 Air Pump — I'jI wards — is in go«)d condition. \ 
fi'w jniiiMf R pairs were made, and the discharge <if this 
pii'Mp was (onntrted to the new hot well. 

\'». 14 \ir Pump- Put new key and a new set of 
\a|\cs in air pnnjp anil new bushings on valve stu<ls. 

\«». !'► \m Pump -Same repairs were made as to 
X.. 11 
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CONDENSERS. 

No. 3 Condenser, for 750 H. P. Corliss lingine, was 
thoroughly repaired, a new middle tuhc supporting-plate 
put in, all tubes cleaned and rej)acked, and 250 new 
ferrules put in. 

Alherger Condenser for the three DeLavai 'rurl)ines 
.s in good order. 

Condenser to No. 14 — 500 K. W. Turbine is now in 
good order, six new tubes having been put in in place of 
lefecti\ e ones. 

(^)ndenser to Ncx 16 — 500 K. W, Turbine is in gc^od 
order. 

TRANSFORMERS. 

48 Transformers of 543 K. \\\ capacity were pur- 
chased rluring the year, and eleven burnt-out transform- 
ers, of a combined capacity of 20 K. \V. were exchanged 
for new ones. The tc^tal transformer capacity now in use 
is 3,674 K. W. ecpial to 73,480 16 C. P. lamps. 

METERS. 

There were received during the year 623 meters: one 
meter was runied by over-load of current, one was ruined 
by sojne vandal while out of use in a vacant house, one 
was stolen from a vacant store, and six were destroyed 
in various fires that occurred during the year. Adding 
the net gain to the number on hand December 31, P>07, 
shows the number of meters in the dej)artment to be 
4,767. in accordance with inventory of this date. 
Respectfullv submitted. 

R. N. Eli.fs, 

Snpcr\n\cni\cni. 
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ELECTRIC LIGHT PLANT STATISTICS. 

Report of 1908. 

Plant built in 1895. 

Extended in 1898, again in 1901, again in 1903, and again in 
1908. 

Cost of original plant $ 76,675.99 

Present valuation, $432^56 70 

MACHINERY. 

Four Babcock & Wilcox boilers of 350 horse|M>wer each, one 
.\ultman & Taylor boiler of 350 horsepower, one of 250 horsepower, 
and two of 500 horsepower each. 

One Filer- Stowell Corliss cross compound engine of 750 horse- 
power. 

One general electric monocyclic generator of 250 K, \V. Three 
No. 11 brush arc dynamos, with a capacity each of 125 lights of 
2,000 candle power. One direct current 150 K. W. 500-volt generator 

Two 300-horsepower condensing DeLaval steam turbines, direct 
connected, each to a 200- K. \V. alternator. 

One 2()0-K. \V. DeLaval 50()-volt direct current turbo-generator 

One 500-K. \V. Curtis alternating turbo-generator. 

Two 500-K. \V. Allis-Chalmers alternating turlx)-generators 

One 1500-K. W. Allis-Chalmers alternating turt)o-generator 

The following street lights are supplied : 

200 4-ampere luminous arcs at $5.00 per month each. 

313 4-amperc alternating arcs at $4.50 per month each. 

\N^ seric«» incandescent at $2.08* j per month each, of 50 candle 
jHiHcr 

21 .^2 cantHe power r>rdiiiar\ incandescent at $1.25 jht month 

(HARGKS FOR LIGHT AM) POWER 

\ll iiitfla arc liylits, 2,(X>0 candle power, $7.50 per month 

Tv\tl\c o'clock arc liyhts, 2,000 candle iM)wer, $6.25 per month 

Irit .mdi scriit li«hts are ch.ifKcd for by meter measurement at 
!l t rate of 7 cents per K W. 

\«»t Irsv than a niinifnnni cliarne of $2.00 per month is made 
for ativ siT\ ice 

The cit\ |»a\«. f<»r the li^lits used for public buildiuKS at tlnr 
> iMX ratr .I- .ilM>\e 

power In ilMr-K'td i<.r otj a -lidiiiii ^eale from 7 to 3 cents |K-r 
K W . ,,icor<liMk' to mMiitit) use<l 

\ mii.inipni charge of $1 (K» \ht niorilh per borsrp«»\*er nt 
vA'tT i-y nr»'lr for eh \ ttofs 
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FIRE DEPARTMENT REPORT. 



Jacksonville, Fla., December 31, 1908. 

To the Board of Trustees for tfw Watencorks and 
Improvement Bonds of the City of Ja<:ksonznlle, 
Florida. 

Sirs: 

I have the honor to submit the annual report of the 
Fire Department for the year ending December 31st, 
1908, the fourteenth since you have had charge of the 
Department, the seventeenth since I have been its chief 
and the twenty-second since its organization. This report 
contains a detailed statement of all fires and alarms that 
have occurred during the year, with an estimate of the 
value, insurance, property loss and insurance loss, on 
buildings and contents; also the location and cause of 
each fire as near as could be ascertained, and such other 
information as I believe will be of interest. 

MANUAL FORCK. 

The manual force of the Department remains the 
same as last year, as follows: one chief, one first assistant 
chief, one second assistant chief, eight foremen, two 
engineers, two stokers, ten drivers, thirty-four privates 
and one superintendent of fire alarm. A total of sixty. 

APPARATUS. 

The apparatus remains the same as in 1907. It con- 
sists of the following in service: two service hook and 
ladder trucks, two combination chemical and hose 
wagons, four two-horse hose wagons, two steam fire 
engines and one chief's buggy. The reserve apparatus 
consists of one fifty-five foot Hay's aerial hook and lad- 
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(Icr truck (oul of date), t\V(» t\vo-ln>rse h<ise waj^oUN. 
(one of which is used for a coal waj^on) and one chiefs 
buggA*. The \vaf^«»ns at Stations 2. 3 and 5 were ^xcr- 
hauled and |)ainte<l. niakinj^ them as ju^cmxI as new. 

IIOSK. 

Two thousan<l feet of hose were |)urchase<l during 
the year/and sixteen hundred and fifty feet con<lenincd 
( )f the condemned hose there was sold tt> outside |>arlte^ 
three hundred and fifty feet, to the Hoard i»f PuMif 
Works three hundred feet, to the Water DeiKirtmcnt 
Wvi^ hundred feet, and to the Sewer Department ncvc- 
hundred feet. There is in the Deimrlment fourteen 
tlnnisand and one hundred feel (»f serviceable hose, three 
hinidred feit of which is stationed at the ( it\ Water- 
works IMani. 

iiorsKs. 

.Station mimher one. corner ( )ceati and .\<lams street^. 
Iliior nee<ls repairinj^*. otherwise in ^tan] con(htN«n 
Station mimher two. Main street I)etween State an»I 
( )ran;4e streets, has heen snjd ; a lot has heen purcha-^t"! 
at the corner of Main and I'ourth streets, and a c«»ntraci 
Kt f«»r the huildint^ t»f a house for tlvs com|Kmy. Sta- 
li<Mi nnn)l>er three is in ^^^hu\ condition. Station numlur 
four is in ;^ood c<»n<nti«Mt. Station numlK.*r five, on River- 
si<le axenue. is an old frame h<»use and should he replace I 
witli a nice l»ri(*k li«>n^e. Station nnml»er si\ is in *^>***\ 
C'Miditi' •!!. 

lloKSI'.S. 

riierc were se\en horses pnt chased duriujif the \ear 
eii^ht wtTf sold ;ind one "lied. lea\ ini^'' twent\-foui m 
service. Us o le^s iliati last year. The liorses are used as 
follows, f. .tir t'or the hook and laddei trucks; four for 
entwines. i\\<'I\e for coinhinations and hose w.'ij[»'ons. onr 
for ihief's hn!^<^\ .{uA thter e\ira 
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FIRE ALARM TELEGRAPH. 

Tin's branch of the service lias been added to during 
the year by placing in service five new lK)xes and four 
nnles of wire. The boxes are located as follows: 

Xo. 56 — Ashley and Davis streets. 

Xo. 338 — Eigfhth and Silver Streets. 

Xo. 116 — Foot of Ocean street, at River. 

Xo. 117 — Foot of Washington street, at River. 

Xo. 441 — Riverside avenue and Margaret street. 

The alarm consists of one ten-circuit automatic 
repeater, one eight-circuit storage battery controlling 
l)i>ard, one hundred and forty-two cells storage battery, 
eighty-one key boxes and nine keyless boxes, a total of 
ninety boxes, seven 15-inch gongs, three <S-inch gongs and 
three 6-inch gongs, one tapper, fifty-five nnles of copper 
wire and one hundred and seventy-five jK>les. 

ACCIDEXTS TO EMPLOYEES. 











Days 


' Indemnity 


Datf 




Name 


How InjurtMl 


I^ost 


Paid 


Januarv 


1 


.I.E. Bradshaw 


Injur>' to toe. Dec, 23-07 


32'. 


$65 15 


Kebr'y 


23 


\Vm. H. Russell 


Hav fallinjj on bead at 












'fire 


13', 


•29 35 


Febr y 


4 


M. .1. Bums 


Masbed between enijine 












and \vaK*>ti 


7'. 


IH 80 


Kebr'v 


13 


K. Honevchurtli 


VVaj^on running over t<»e 


7 


14 50 


May 


11 


.1. VV. Chalker 


VVaj^on runninjjf overt* )es 


38'i 


«3 57 


Sept. 


2« 


.fob 11 Rowan 


Piazza fall in j< 


33 


90 65 


Nov. 


') 


A. Davul 


Piece of glass in band 


2 


4 35 


Nov. 


h 


.1. L. Copeland 


Tbrown from bujiji^y 


1 


2 (K) 



133 



$306 37 



In addition to the above there was [)ai(l for doctors' 
hills, hospital charges and tor medicine the amount of 
seventy dollars and .seventy-five cents, makinjjf the totaf 
|>aid for indemnity $377.12. 
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FIRES. 

The Department resixjmled to 251 fires and alann^ 
dnring the yean bein^ 33 less than in the year I0()7. 

THK LARCiEST FIRK OF THK VKAR. 

The largest fire during the year was on February 23rd 
at 12:03 a. ni. at 502-516 luist Bay street, in a t\v<»-sti»r) 
brick building occupied by C. M. Lewis, and others, a^ 
a wholesale hay, grain and grocery house. The value of 
the building and contents was eighty-tour thousand dol- 
lars, insurance on building and contents seventy-nine 
thousand, two hundred and fifty dollars, and the los^ 
amounted to twenty-six thousand one hundre<l and forty- 
one dollars. 

( ATSF OF FIRFS .\XI) .\L.\RMS 

Sparks from chimneys 4^> 

I nknown i^ 

P'alse alanns 21 

< Iras*^ burning 15 

Trash burning 13 

Carelessness with gasoline II 

►)efective flues 1(» 

( )i| stoves 7 

Kerosene lamps n 

( )ut of cilN ^ 

< iasol'ne st<»\ i-s 

( 'il.,^'lrettes 

I'rom stovepipe lioK* 

(Iiimnex*; burning <»ut 

SMinkintr flues. 

Siif)|H)sed mren liar\ . 

Sprirks fro' II Iik< iinotne 

I'n.ni funiaee 

[' cet^ \"A\\ 

N*;p'^ Imii tr.M'' 
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Sparks from burning trash 2 

Electric wires 2 

From fireplace 2 

From stovepipe 2 

Spark from stack 2 

From stove 2 

Cigar stump 2 

Carlessness with matches 2 

Sparks from stove 

Children with matches 

Telephone 

Sulphur burning 

Explosion of chemicals 

Hot ashes 

Spark from boat 

Smoking stove 

Drying wood in oven 

Meat burning in oven 

Overheated oven 

From range 

Ashes in wood 

Rats and matches 

Spontaneous combustion 

Friction sparks 

Fire pot 

Pot tar 

Leaking gas pipe ' 

Lightning 

Slacking lime 

Total 251 

The alarms were received as follows : 

Box alarms 141 

Telephone alarms 88 

Still or verbal alarms 17 

Western Union Telegraph Company 5 

Total 251 
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(ii;NI':U.\L STATISTICS AS TO FIKK L<>SS1.> 

l*ro|K'rt\ Din-fth ln\<(lvof1 \ctnal i^t**-**-* 

,, . , I*T*»perrv In-suratH* 

\ iiMir in«%nranfr |>»<h I ..*- 

hiiJIflinjCH . .. $MxS.070.or) $44I.H5().W $27..S2«.0<i Vi4.^U t*' 
Content'; . . 43«,324.(K) 319.937. <K) 4(».(J»^J»«> JK.ri4 "<' 
$I,(K^3.394.(M) J7H1.587.W $67.5yi*JM) y»I.J3Kiw 

III n»ncltision I desire to lliaiik the ofticefN an«i me*n- 
luMv of this depart ment for the faithful manner in uirr' 
lhe\ have performed their dnties. for t«» them a lari^c 
anionnt of the ere<ht is <hie for the efficient \Nork *'i '"v- 
depJirtment during the year. 

lo \»Mn* honnrahle IkmIv I wisli Xo extend my ihank^ 
for the man\ kinchiesses shown me since my connect i»*" 
w ith this (h'partment. 

kespnifnlh snhmitted. 
T, W. llwKV. 

Chit'f I' ire Pc^tf-t'inir 



i\\<i. 1)1- r\K I .\ii':.\"r ix\'h:N"i(>kV 

Decemhei .^st. 1*>US. 

I rw .i.itiMM^ M.I Knid and htnldini^s $ r>-J.53< » »»(» 

I i|iiipiiu'iii >. tnnn^hniLis. etc 4J.<^^).U» 

I Mr M.iMM S\ Nicni l*),iir>7<M) 

|..t.,| S1J.V<»170) 
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POLICE DEPARTMENT REPORT. 



Jacksowii.lk. I^'la., Deceniher 31, IWS. 

Ti^ the Mayor ami Board of Komi Trustees of the City 
of Jaeksom'ille, Florida. 

Sirs: 

I herew itli submit the annual report and statistics of 
the Police Department for the year 1908, being the tenth 
report since the present city charter was enacted, and the 
twelfth rej)ort since I became chief. 

riie statistics speak for themselves, so that any one so 
desiring, can com|Kire the totals for 1908 with those of 
the past seven years. 

I desire to call yom* attention to the excellent 
discipline maintained by the de])artment. as there was 
not one charge serif )us enough to cause any member of 
the (lei)artment to be brought to trial before the Board 
(luring the entire year. Th's speaks well for the good 
conduct of the men, and the number of imiK>rtanl arrests 
made and the recovery of a large amount <»f lost and 
stolen property show the vigilance and strict attention to 
duty (lisplaye<l by the members of this Department, many 
of whom have made excellent records. 

I regret to announce the death on June 10, 100<S. of 
Moses Iiowden who had been a member of the fnrce f(»r 
iij)wards of ten years. 

I also wish to call your attention to the rapid growth 
of our city, and if this continues it will be absolutely 
necessary to increase the force, as it will be utterly imp(»s- 
sible to properly ])atrol the city with the i)resent mimber 
of patn»lmen. 

I desire, on the j)art of tlie members of the department, 
to thank his Honor, the Mavor. for the great interest he 
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has taken in the welfare of the (lei)artnient and for ihe 
many valuable bits of gootl advice he has given the men 
4»n numerous occasions. 

I would also thank the Honorable Judge of the Police 
Court for many courtesies extended to us during the 
year; also the members of the City Ccmncil who lia\c 
been liberal enough to allow a fair appropriat on in the 
Budget to carry on the work of the department. 

To your Honorable Body belong the ihankN of the 
entire department for the lively interest you have taken 
in the force in endeavoring to bring it up to the higher' 
|)ossible standard of efficiency and in providing for the 
comfort and the health of its members: and on my own 
part, I desire to thank you for the many acts of kindne^N 
and courtesy shown me during the year. 
KesfKxt fully submitted, 

WlI.I.IAM 1). X'iNZA.NT. 

Chief of Pohi.' 



Digitized by CjOOQ IC 



u: 


>^. 


u 


u 


oi: 


^ 


O 




Uh 


tf 


w 




u 








h4 




o 




0- 


t- 




X, 


u: 


1^: 








on 




H 


^ 


/^, 


> 


9 


/^ 


^ 


G 




C/3 


u. 


u: 




u 


u 


< 




•— » 


- 


u. 




c 




0!^ 






v. 

o 


m 


H 


O 

0^ 


2 




^ S - ^ S QQ-^ ^»vr5 S S O S «S '^.'^ '^ ^ VC ^; '^ *"". V5 "^ ^.^ ?^ 




15 y 

u3 



c c 

c s 

V V 

j3 



o a> 4> Ji .-i: 

bo bo bo u -^ 

U Wi Wi u 



a. 
O 



c c 



o i; o i; 



_cccc:cccc 

*^*^'o'o'o o o'o'o o o'o'o o 



6 6 £ 



u u u u 






o o o 

u u u 

rt c "rt 



I. 55 



TO U* «i 

S V s 

— -o C 

:!!! «^ «^ u 




^ s== 






iS? « u^*-. sac :£-c 2 .-'£ 



r^ c <x: '::^ '^^ -o 






ftj />. E ^ p:{ 



rtirrtCOi^CSCuurtOai-i-OOO 



c 



Digitized by VjOOQIC 



.'S 




C t ^ -^ C <*: rt *^' C. i^ z **: r^ r^ C 3C ^1 — '*;»''*— 5^ 1^ to w ^ C 




/ 



': = t = -f .'^ ? •^" 






Digitized by VjOOQlC 



Digitized by VjOOQ IC 



40 



POLICE DKPARTMENT INVENTORY 
December 31. 1908 

Police Station, land $45,000.00 

Police Station. buildinRs to date (cost) 28,679.54 — $73.67954 



Electric System. 36 boxes at $150.00 each $ 5.400.00 

Electric System, switchl)oard, etc 2,400.00 

Electric System, 61^-^ miles copper wHre 2,035.50 

Electric System, installation 897.33 10.732 83 

24 horses at $150.00 each $ 3.600.00 

Saddles, bridles, baiters, blankets and vari- 
ous equipment> 738.00 

3 p;itrol wagons 1,100.00 

Harness,, stretchers etc 275.00 

W'aKon, cart. ladders, tools and sundries in 

outhouses 154.00- SJf*h7 i\) 



Rifles and revolvers $ 1.868.71 

.\mmunition. belts, holsters, etc 639.95 

M.tiiuals, clubs, whistles, badges, flash lights 

and iquipnunts 958.()K 3.467 .Vt 

I tiriMture and sundry articles in various rooms 

on nrst fl(M)r S 384.10 

rnrniture and essentials in various rooms on 

srcntld floor 2h?94.30 

l*niL'« r i»rnit an<l lUTtillon System, instruments 

.trxl fnnntnre. . ... 283.40 2.9r)l 8i) 

R<'for<! books for ten years 

T\ jn u rMer . ... 

MnneMyr.tph 

\\i rtill*»'i S> ■'tern l'nM»k 

3 P..li. e niutters 

! r.t> I>irert«»r\ 

'iMt.d 



5 1.162 70 




100.00 




30.00 




450 




9.00 




5.00 


1.31 13» 




$98.019 71 
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Inmate of a disorderly house and fighting 5 

Inmate of a disorderly house and carr3ring a concealed weapon 2 

Inmate of a disorderly house and vagrancy 2 

Inmate of a disorderly house and selling liquor on Sunday. . 2 

Inmate of a disorderly house and suspicious character 4 

Inmate of a gambling house and engaging in a game of chance 137 

Keeping open meat market after hours on Sunday 1 

Keeping open on Sunday, place of business where liquor is sold 1 
Keeping open on Sunday, place of business where liquor is 

sold and selling liquor on Sunday 1 

Keeping a vicious dog 2 

Keeping a house of ill fame 1 

Keeper of an assignation house 1 

Keeper of a disorderly house 3^» 

Keeper of a disorderly house and using profane language 7 

Keeper of a disorderly house and engaging in a game of chance X 

Keeper of a disorderly house and selling liquor on Sunday.. 3 

Keeper of a disorderly house and resisting arrest 1 

Keeper of a disorderly house and fighting 4 

Keeper of a gambling house 14 

KeeiK-r of a gambling house and engaging in a game of chance 14 

Larceny 4ib 

I jirceny from the person 2 

larceny after trust I 

I^irceny and receiving stolen money I 

Leaving team unhitched on the street IX 

Ix'aving team unhitched on the street and obstructing the street 4 
Ix;j\iiig team unhitched on the street and annoying passen- 
gers at depot 2 

Murder 22 

Malicious inischief 2 

.Maint.MiiiMK a nni-^aiuc 2 

<M. strutting the siflcualk 3^> 

( >l»slructiriK llu- street Ill 

( )'.vtructinn the streit and anm»\in>ii passengers at depot 7 

( >bstrtirtinv: lb»^an\ C'rtrk 1 

( >n Capias 1 

< >l»tattiniv,' in*>n«y undt r faNc pritensf. 31 

< )l»t,iiiiir-« n)«'i'<> and >i;«mm|s under faKe pretenses. 2 

( >f.t. lining' ^o.hIs nndrr t'.iKt- |>r«trn--ts 4 

rtMldli'itf uitli«>nt liten^e. 3> 



P.i--i'.k' a \\nrii'K -s l>t'l . 
r« r i'lr^ 



1»» 
5 

I 
I 
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Robb.^ *'*"<: lights without a 



p«n»*-.. 




1 

18 
3 



'7'H ■• 
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Inmate- of a disorderly house and fighting 

Inmate of a disorderly house and carr3ring a concealed weapon 
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V'iolating the Mgn ordinance 3 

ViolatinK the building ordinance ^ 

X'iolating the bicycle ordinance 1 

Violating the private alley ordinance 1 

\\ ite desertion 1 

Total charges year 1908 ft,5(*< 
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AUDITOR'S REPORT. 



Jacksonv'iixe, Fla., December 31, 1908. 

To the Board of Trustees for the 1 Waterworks and 
Improvement Bonds of the City of Jaeksoniille. 

Gentlemen : 

Herewith I beg to submit for your consideration the 
hnancal statements for the year 1908 of the departments 
under your control. 

There has been no change chu'ing the year in the 
amount ($1,768,000.00) of outstanchng city bonds the 
interest on which, being at five per cent., amounted to 
$88,400.00, payable semi-annually. 

The interest paid during the year amounted to 
$87,012.50, making a total of $798,615.83 paid to this 
date on these bonds, and leaving $8,350.00 of interest 
due, the coupons for which have not been presented to 
the City Treasurer for payment. 

The financial statements of the waterworks and the 
electric plant are herein shown in somewhat different 
shape than heretofore, to conform with the new system of 
keeping the accounts of these departments which is to 
become effective on the first of the coming year. 
Respectfully submitted, 

J. EvARTs Merrill, 

Auditor. 
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STATKMKNT OK INTEREST COUPON ACCOINT 

CorwjNs Paid Di'ring thk \f.\u Ksmsi. Di-omrmc 31, P*K 

Series No. 21, due Novemlwr 15, 19f)4 — 

From $1,000 lionds. No. 456, Mua 1 at $25.00 $ 25 n» 

Series No. 22, clue May 15, 1905— 

l>om $1,000 lK)nds, No. 456. I)cing 1 at $25.00 25«ii 

Series No. 23, due NoxemlKT 15, 19t)5 — 

From $1,000 IkhuIs. No. 456. InjiiiK 1 at $25 (»0. . . . 25<l» 

Series No. 24. due May 15. 1906— 

FriMii $1,000 lK)iids, No. 456. In-iriK 1 at $2500.. . 25>ii 

Series No. 24. due May 15. 1906— 

IVom $500 ImumIs. Nos. QQ3 to 997, IniiiK 5 at $12 50 

each *2r*t 

Series No. 25, due November 15, 1906 - 

I'rom $1,(WK) lM>nds, Nos. 45(). 757. I eiiiR 2 at 

$25.(K) each S^ti. 

Series No. 25. <\\w November 15, 190r>— 

I roin $500 bonds, Nos. <m to 997 and KW U-ini: 

6 at $12.50 each 75 '»» 

Series No. 26. dtie May 15, 1907- 

l-roin $1.(M)0 l)onds. Nos. 45(>. 618 to 020. ()St\ (*S7, 

757 and K17. beiiiK 8 at $25.00 each J»ii.ii 

S.rit- \o. 2(). <hte May 15. 1907— 

IVoin $5(XI bonds, Nr>s. Wl to W7 and 1058. I>einK S 

at $12.50 each lOiHi. 

Si rit s \o 27, <\\\v NoveinlK'r 15. 1**07-- 

I roni $1,000 bomls. Nos. 23. 24. 58 to U\ (A, o7 to 7i, 
7u, 77, 117 to 119. 127. 140. 152, 158, 159, 179. 197. 
Jiv, lo 212. 22S. 2.V). 2^7, 239. 241, 242, 244. 2fi\ 
2r»3. 2M. .VIO. T^^i, 3.V4. 37<>. 380, yx^, 416 to 43). 451 
t., 4.S0, 45<> to 4^^^ 471. 472. 474. 475, 4*>8. 537. 544 
to 54<». 172 to ^7tK ii\\ to <<»r>. u^ to rd2. oIK to 
f»J5. o28 to u?i2, (»4o to M8. r)50. (.53. o5<». f'57. 
^5*> to Nt2. ()72. 0/3. (N8. i^>, (»'>1. 702. 72t^ to 72*>. 
754. 757. S14. H17. 8_»2. 824. S,^>. Mo, 859. >ki\ aPf! 
S7f.. t.Mi'v; KV> .tt ^1':^^^^ r.icb ... 3.475 "•' 

.^.r'. . \., 27. dnr N..\rtnbrr 15. 1<^»7 - 

I --..tt- .*^.H"n Im.i .N. \<»s ♦'^C, ^^*K *>ln. '^KV <>22. *>53 to 
•*.2. '>*.'>. v77. </>l lo «^C. bn^ t.. Mil. b»lo to bllS. 

b'2ii tM :«vL\ iiM.\ bi3'i. KMtMo imo. HM*) t*) 1*155. 

b'^H f b»r3. !<»"•>. lusS. bis*) ;i.)*l 1(191. I»cinii 

70 .It SI 2 .^t t .n b 875 »•» 
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Series No. 12, due November 15, 1907 — 

From $1,000 bonds, Nos. 62, 63, 128 to 130, 138, 139, 
192, 227 to 230, 256 to 260, 265, 271 to 275, 282, 
283, 289 to 302, 312, 313, 317 to 319, 321 to 330, 341, 
344, 362, 363, 371, 372, 386, 387. 393 to 396, being 66 
at $25.00 each 1.650.00 

Series No. 3, due July 1, 1907 — 

From $1,000 bonds. No. 172, being 1 at $25.00 25.00 

Series No. 28, due May 15, 1908— 

From $1,000 bonds Nos. 1 to 97, 99 to 384, 386 to 456, 
458 to 500, 504 to 530, 532 to 650, 652 to 876, 
being 868 at $25.00 each 21,700.00 

Series No. 28. due May 15, 1908— 

From $500 bonds, Nos. 901 to 1015, 1018 to 1061, 1064 

to 1092, being 188 at $12.50 eacli 2.350.00 

Series No. 29, due November 15, 1908 — 

From $1,000 bonds, Nos. 1 to 18, 20 to 61, 63 to 67, 
75 to 97, 99 to 126, 128 to 171, 173 to 187, 190. 
192 to 222, 224 to 228. 232 to 249. 261 to 271, 273. 
278. 279, 282 to 311, 318, 321, 325 to 332, 335 to 
375, 381, 382, 384, 390 to 395, 397, 398, 401, 402. 
407. 416 to 456, 458, 471 to 473, 475 to 491, 493. 
496 to 498, 504 to 506, 510. 513 to 518, 521. 524 to 
530. 532 to 536, 538 to 543, 547, 551. 557 to 571, 
577 to 584. 586 to 590, 601. 607, 610 to 612, 617, 623 
to 632. 637 to 642. 646 to 650. 652, 655, 658, 660 to 
663, 665, 669, 675 to 681, 686. 688, 690, 691, 694 
to 698, 702 to 704, 706, 707, 713 to 751, 754, 758 to 
814, 818 to 823, 825 to 845. 848 to 852. 854 to 858. 
861 to 875, being 673 at $25.00 each 16.8>5.0() 

Series No. 29, due November 15. 1908 — 

From $500 l>onds, Nos. 901. 903 to 905, 908, 911 to 913. 
917 to 933, 941 to 951, 955 to 969, 971 to 976. 978 
to 990, 998 to 1015, 1019 to 1042. 1047 to 1057. 1059 
to 1061, 1066 to 1080, 1082, 1085 to 1087, 1090 to 
1092, being 148 at $12.50 each 1.850.00 

Scries No. 13, due May 15. 1908— 

From $1,000 bonds, Nos. 1 to 330. 333 to 400, being 

398 at $25.00 each 9,950.00 

Series No. 14. dre November 15, 1908— 

From $1,000 bonds, Nos. 1 to 37, 51 to 60, 62. 64 to 160. 
162 to 211, 213 to 226, 228, 231 to 255, 259 to 264. 
266 to 270, 276 to 288. 301 to 311, 313 to 316, 325. 
330. 333 to 335, .33S, 339. 342. 343. 345 to 364, 366. 
370. 373 to 385. 387. 393 to 400, being 327 at $25.00 
each 8,175.0<1 
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Series No. 4, due January 1. 1908 — 

l>om $1,000 botuls. Xos. 1 to 4iX\ lieiiiR MX) at $25.00 

each lO.llDii* 

Series No. 5. due July 1. 190K- 

Kroni $l,Oa) bonds. Nos. 1 to 87, 89, 90. 94 to 128. 
130, 131. 133 to 207, 211. 219. 221 to 376. 378 to 
mi l>einK 382 at $25 .(K) each »^i5«Mii 

Total interest paid during the year 1908 $ 87.012 ?*• 

Total interest paid tf> l)eceml>er 31. 1907 711.HU33 

.\KKreKHte interest p.iid to December 31, 1908 $7*^8,615 K^ 

L^AVIN(; CoipoNs I)i k and Oitstammm. Dmemh^jc 31, 1**18. r* r 

NOT PRI.SKNTH) FOR pAVMKNT. \S KcMJ 0\\ S : 

Series No. 21. due \ovenil>er 15, 1904 — 

l-Voni $l,Of)0 l>onds. \f>s. 128 to 137, In-inR 10 at $25(1) 

each $ 25*Hi» 

Series \o. 25, due Xovetnher 15, 190f) — 

Kroni $1,000 Inrnds. Xo. 531, iK-ing I at $25.<IO. . . ., 2:^iM\ 

Series Xo. 2r>. due Ma> 15. 1907— 

Kn>m $1,000 lM>nds. Xos. 385 and 531. In-inR 2 at $25.(M) 

each : 5*»ii» 

Series Xo. 27. due Xov«'inI»er 15, 1907 — 

Kroni $1.0(10 hoiHls. Xo 531. Ikmuk 1 at $25.(1) 25'i» 

Series Xo 2H. iU'v Max 15. 1^*18— 

I'roiu $!.(«I0 JhmuIs. Xos. W. .^HS, 5i)\ to 503 and 531. 

UitiK f» at $25.00 each 15*H» 

Sinrs X<» 28. di e Max 15. 1908— 

Irnni $5(10 hojuis. Xos |(»16. 1017, 10r>2 and lOfO. 

I.eiML: 4 a! $12 5() each !*UV 

S. rus \n n), ,hr X.nrmlrr 15. \^^ - 

I nru $1.»M» )h>mU. \ms VK (.2. <^. 70 to 74. 08. 127. 
172. IKS. 1S<>. 101. 22.\ 22^ to 231. 250 to 2^4). 272, 
274 to 277. 2>^), 281. 312 to 317, 319. i2i). ^22 to 
324. 333. 3.V4. .V(^ to 3S». .W. 385 to 380. .Wf), 3W. 
Ai*). 4(»3 to 4t»f.. 4»»S to 415. 450 to 470. 474. 4^)2. 
4*>4. 405. 4'^> to y^K\. ?i)7 to ^i^). 511, 512. 510. 53 ». 
.s22. s_M. 5.M. .s.^7. 544 to 54/». 552 to 55<». 572 to 
57^. 5X5. 5'>l to NH), (4)2 u^ Nir». o(K (i()0. 613 to 
Mo. <*]H to (22, K^^ to r>,V). (^43 to M5. r»53. 654. 
( v.. (.57. ^.sO. <rf4. (rfrf. t«» CrfiK. (}?() la <>74. r»82 to 
f^5. '»S7. <.s*>. (/>2. (»*>3. (»t^J to 7«H. 7o5. 708, 700 m 
712 752. 753. 755 to 757. SI5 to 817. 824. 84/». 847. 
i<^} s5'> Ht*\ .i'mI ><7t\ I 4 It w Jill ,,t 't25(«» rach.. 5.'t25«ll 
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Series No. 29, due November 15, 1908— ; 

From $500 bonds, Nos. 902, 906, 907, 909, 910, .914 to 
916, 934 to 940, 952 to 954, 970, 977, 991 to 997, 
1016 to 101», 1043 to 1046, 1058, 1062 to 1065, 1081, 
1083, 1084, 1088, and 1089, being 44 at $12.50 each . 550.00 

Series No. 14, due November 15, 1908— 

From $1,000 bonds, Nos. 38 to 50, 61, 63, 161, 212, 227> 
229, 230, 256 to 258, 265, 271 to 275. 289 to 300, 
312, 317 to 324, 326 to 329, 336, 337, 340, 341, 
344, 365, 367 to 369, 371, 372, 386. 388 to 392, being 

71 at $25.00 eacb 1,775.00 

Series No. 4, due January 1, 1908 — 

From $1,000 bond.s, No. 220, being 1 at $25.(30 25^00 

Series No. 5, due July 1, 1908— 

From $1,000 bonds, Nos. 88, 91 to 93, 129, 132, 208 

to 210, 212 to 218, 377, being 17 at $25.00 each. . . . 425.00 

Total amount outstanding December 31, 1908 $ 8.356.0(^ 
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CiTv UK Jacksonville. Klorida. 
MUNICIPAL WATERWORKS PLANT 

BALANiK. ShkET DEreMBKR 3L I90K 

ASSRTS. 

riant: 

Real trstatc and buildings $ H8,4U).U) 

Artesian we!!s« conduits and reservoirs 68,925.00 

Steam plant 46,800.00 

Street mains 257,055.53 

Fire hydrants 15.815.40 

Meters 30^17.50 

Toi>ls and instruments 5,900.00 $513,113 43* 

Current Jssets: 

Supplies $ 683.32 

Unexpired insurance 506.73 1,1<*M15 

Hills HciCivablc: 

Accounts Receivable Consumer> $ 3H3i<3 

Accounts Reccival»le City Ordinance 1. 7i. . . 216.00 

Accounts Receivable Miscellaneous 187.92 

Accounts Receivable Jacksonville Sewer 

Department 125.00 

.Accounts Receivable Board of Public Works 1,300.40 
Xccounts Receivable Jacksonville Fire 

IVpartnunt 4,320.U» ^^533 15 

Cash 10.0K305 

Pn>ritN transferred tc» other <le|)artments. . . 341JI>4W 

Toi;,I $87Z124fv 

I I \HIMTII-«». 

( it\ f.f JackM.uviMc (from rit> Im»»w|s i . . . $415.0(V)<li 

Hills rnynhh 

Uiounis Pa>;iblc S 2.701.rv 

Wa«rs VnyMv 178.HI1 2JQ*)47 

Hills \oi ) it f)Ui . 

VfU.tiiit r.iNtiurjis (otiHtiiiuTs 13«^l74 

Pn.'.t at..) loss 452,913 4*. 

Total . $872,124 rr 

• \pi.raiM-fl \.i\vv of n.iMt iVcinlKr 31. l»*t< 
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City of Jacksonville, Florida, 
MUNICIPAL WATERWORKS PLANT. 

Statement December 31, 1908. 

Detail of Earnings for the Year igoS: 

Commercial water sales $ 84,283.28 

Municipal water sales, Sewer Department 1,500.00 

Municipal water sales, Board of Public Works 1,227.65 

Fire hydrant service (at $35.00 per hydrant) 19,355.00 

Tapping receipts 2,301.17 

Total $108,667.10 

Less water rates refunded 408.32 

Gross earnings $108,258.78 

Operating expenses 45,022.70 

Net earnings $ 63,236.08 

Per cent operating expenses to gross earnings 42*^^ 

Detail of Expenses for the Year i(^}S: 
Cost of Supply and Pumping. 

Operating: 

Power Plant Wages $ 6.133.11 

Fuel for Power 8,076.29 

Lubricants and Waste ^ 163.69 

Miscellaneous supplies and expense 631.36 

Total operating $ 15,004.45 

Maintenance: 

Boilers $ 304.74 

Pumping engines 1.115.09 

Miscellaneous station equipment 846.19 

Buildings and fixtures 852.21 

Wells, conduits and reservoirs 1,246.31 

Total maintenance $ 4,364.54 

Total cost of supply and pumping $ 19,368.99 
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Cost of Distribution. 

Ot*crating : 

Operating meters $ 2.1t/>.<*< 

Tapping expense ZJMAA^ 

Investigation of, and remedying troubles (complaint 

expense ) 354.08 

Miscellaneous distribution operating expenses 4.972*12 

Total operating $ 10^1.16 

MaintcitauiC: 

Main> $ 2.824.36 

Meters 2.()K1J4 

I*'ire hydrant*^ 775 <12 

Total maintenance $ 5.(i8(l^i2 

Tf4al cc»st of distribution $ 16.021 .7X 

(ieneral lix flenses of the Pef^artmcnt: 

Office .salaries $ 4,H35.UI 

Printing and .stationery 241 (17 

Miscellaneous general expense and office sundries 2.458,13 

Insurance 333.0»» 

Care of grounds 1.7M 73 

Toi.il j^eneral expenses $ 9.631 93 

rftal .dl expensfs of operating the department $ 45.0227* > 
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CiTv OF Jacksonville, Florida, 
MUNICIPAL WATERWORKS PLANT. 

Statement December 31, 1908. 

cash for the year 1908. 
Receipts: 

Accounts receivable miscellaneous $ 1,194.25 

Tapping 2,301.17 

Customers* accounts 87,010.93 

Hydrant service 19,355.00 

Total revenues $109,861.35 

Cash on hand January 1, 1908 3,479.85 

Total $113,341.20 

Disbursements: 

Operating expenses $ 45,022.70 

W^ater rates refunded 408.32 

Extensions and improvements 26,827.13 

Profits transferred to other departments 31,000.00 

Total expenditures $103,258,15 

Balance on hand December 31, 1908 10,083.05 

Total $113,341.20 

RESERVES AND SURPLUS FOR THE YEAR 1908. 

Reserves and surplus beginning of fiscal year $389,677.38 

Credits: 
Direct credits to profit and loss (in detail): 

Commercial water sales $84,283.28 

Municipal water sales 1,500.00 

Fire hydrant service 19,355.00 

Board of Public Works 1,227.65 

Tapping receipts 2,301.17 

Total credits 108,667.10 

Total $498,344.48 

Charges: 
Direct charges to profit and loss (in detail): 

Operating expenses $45,022.70 

Water rates refunded 408.32 

Total charges 45,431.02 

Reserves and surplus to date $452,913.46 
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City of jACKSONvrixE, Florida. 
MUNICIPAL ELECTRIC LIGHT PLANT. 

Balance Sheet December 31, 1908. 

ASSETS. 

Plant: 

Property (cost prior to May 1899) $141,544.84 

Real estate and buildings 25,166.21 

Steam plant and electrical gen. plant 234,641.49 

Street and service installation 50,634.94 

Arc light intsallation 11,465.98 

Meters and line transformer installation 106,317.57 

Tools and instruments 727.90 

Unclassified items 26.400.98 $596,899.91 * 

Currrnt Assets: 

Supplies •• $ 6,059.01 

Fuel Supplies 3,082.75 

Unexpired Insurance 1,340,56 10.482.32 

Bills Receknible: 

Accounts receivable consumers $ 29,136.89 

Accounts receivable Board of Public Works 9,135.35 
Accounts receivable Jacksonville Electric Co. 2,614.96 
Accounts receivable miscellaneous 665.80 41.553.00 

Cash 25.750.43 

Profits transferred to other departments 281.925.17 

Total $956,610.83 

LIABILITIES. 

City of Jacksonville ( from bonds and taxes) $171,544.84 

Bills Payable: 

Accounts payable $ 7,639.33 

Wages payable 268.10 7.907.43 

Bills Xot Vet Due: 

Customers' deposits 1 1,689.00 

Depreciation 164,343.21 

Profit and loss 601.126.35 

Total $956,610.83 

♦Cost of Plant to December 31. 1908. 
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City of Jacksonvillk, Floriwa. 
MUNICIPAL ELECTRIC LIGHT PLANT. 

Statement December 31, 1908. 

Detail of Earnings for the Year j^foS: 

Municipal scnice $ 37.512J7 

Cotnmercial service 246,229X7 



Gro>s earnings $283742 24 

Operating expenses 179.73961 

Net earnings $l(M,tf)2^3 

Other Income: 
20^ f Jackbunvillc Electric Company's gross lighting 

receipts 11,052* 



Total $115,055.61 

Per cent operating expenses to gross earnings M'r 

Detail of Expenses for the Year i^: 
( (tst i'f Manufacture. 

Operating : 

l*ower plant wages $ 20^1 14 

Kuel for power 78.651 fvj 

Lubricants and waste 1.<M5 i^» 

Miscellafieons Mipplics and expense^ I,fi7*> 5X 

n»t;il nperatiiig $ir»2J57*) 

Maintenance: 

HoiUrs . . . $ 2^57.8<» 

iMj^ifjis 4,132 rf> 

I'lorlru- plant 4,006 13 

Misrrll.tiu-ims station t<|inpini'nt 5.5*MJ4t 

r.i'iMtnuN and tixturrs 1,24<»*>2 

Total niainlrnaiuf . $ 17.33H4*t 

Total tost of niaiutfacturc $119.595>4t 
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Cost of Distribution. 

Operating: 

Operating arc lamps $ 6,565.70 

Operating meters 1,807.71 

Renewal of incandescent lamps 299.28 

Miscellaneous distribution operating expenses 1,959.90 

Total operating $ 10,632.59 

Maintenance: 

Overhead system $ 13,960.91 

Arc lamps .* 11,105.98 

Meters 2,318.38 

Customers' repairs and renewals 7,294.53 

.Total maintenance $ 34,679.80 

Total cost of distribution $ 45,312.39 

General Expenses of the Department: 

Salaries of general officers $ 1,950.00 

Salaries of clerks 6,958.77 

Printing and stationery 1,514.65 

Miscellaneous general expense and office sundries 402.02 

Legal expense, loss and damage 30.60 

Insurance 3,975.38 

Total general expenses $ 14,831.42 

Total all expenses of operating the department $179,739.61 
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CiTV OF Jacksonville, FumiDA, 
MUXICIF*AL ELECTRIC LIGHT PLANT. 

Statkment Dkcembkr 31, 19()S. 

(ASH FOR THE YEAR 1908. 

Receipts: 

Accounts receivable miscellaneous $ 3^44 f»^ 

Customers' deposits 7,9(12 < «> 

Customers' accounts 283,742 24 

J.tckNonville Electric Company U,*152'*^ 

Total revenues $3(»5,tMl **» 

Cash on hand January 1, 1908 5,7>>44 

Total $31 1.67S M 

Disbursements: 

( )pcratinK expenses $ir9.73*>'»l 

I )tposits refunded 5,572 5^ » 

Exlensii)n> and improvcmeiTts 80.r)15 >*• 

Proi'tts transferred to other departments 2(M<»>i>» 

Total expenditures $2J<5/'27*>1 

lialanco on h:md December 31. 19(J8 25J50 43 

Total $3ll,fv?<M 

KJ SERVES AND SlRPLlS FOR THE YEAR 1908. 

Kiscrves and surplus bcKinninK of fiscal year $48^M*7tl 74 

Crcd:fs: 
/>"-ri.' itidits to f*n>pf and loss f itt ditath : 

.Muincipal mtn ice $ 37,512.37 

( *' •nniuToial svr\ uc 24<>h?29 H7 

<»t!ur nu<Mno, Jaoksoinille Electric Com- 

l».in\ 2t>'^ lu'htniK receipts 11,05298 



T..t..l on.ht. 2^H.7^iS22 

Ti.t..! . .. $7»>.Sro**. 

i'hoti/es: 
/*■ ..' i'\i'ihs tt> f^'-'tit iind /*»/j MM di fa.! • . 
< »;h r,,t:'*k: c\pt n^rs . 1/V,73»}f»l 

U.-r\i ..'.I -ur'.ius to d.tle $rrf»1.12ri35 
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Jacksonville^ Florida, 

December 31, 1909. 

To the Mayor and the City Council 
of the City of Jacksonville, 
Florida, 

Gentlemen : 

Herewith I hand you the Bond 
Trustees' Fifteenth Annual Report 
for the year ending December 31st, 
1909. 

For detailed statements see reports 
of heads of departments. 
Yours truly, 
BION H. BARNETT, 

Chairman, 
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Jacksonville, Florida, 

December 31, 1909. 

To the Board of Trustees for the 
Waterivorks and Improvement 
Bonds of the City of Jacksonville, 
Gentlemen : 

I beg to transmit herewith for 
your consideration the official re- 
ports for the year 1909 of the heads 
of the various departments of the 
City Government under your control. 
Respectfully, 
Arthur F. Perry, 

Secretary, 
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WATER DEPARTMENT REPORT. 



Jacksonville, Fla., December 31, 1909. 

To the Board of Trustees for the IVatenvorks and 
Improvement Bonds of the City of Jacksonville, Fla. 

Gentlemen : 

I herewith submit the annual report of the operation 
of the Waterworks, the fifteenth under this Board and 
the twenty-ninth since the establishment of the plant. 

The financial statement showing the earnings and the 
operating expenses for the year will be found in detail 
on subsequent pages. 

BOILERS. 

No. 1 — New Steam Gauge, and blow-off valves were 
renew^ed : 27 new tubes were put in in place of defective 
ones. No. 2 — Blow-off valves were renewed and new 
front header was put in in place of an old one that 
showed a slight crack; 23 4-inch tubes were renewed. 
No. 3 — Blow-off valves were renewed and 3 4-inch tubes 
replaced with new- ones. During May the bridge walls 
of all the boilers were set back and the furnaces arranged 
for burning oil, and the brick work of all the boilers 
was put in good repair. The furnaces were fitted with 
Kirkwood Oil Burners. In August the boilers were 
equipped with the "S. C." Feed Water Regulators. All 
the boilers are now in good condition. 

BOILER FEED PUMPS. 

Nos. 1 and 2 are both in good order, having been given 
a general overhauling; steam valves faced, piston rings 
renewed, and valve gear bushed. In August two 200- 
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H. P. open Cochrane heaters were put in, and a Duplex 
Pump to supply water from the hot well to the heater^. 

PUMPING ENGINES. 

No. 1 — 1 1-2 million compound Worthington. the 
first pump put in, in 1880, is in good order, having been 
given a general overhauling; the pump rods were cased 
with brass, the stuffing box glands bushed with bras^ 
and new rubber valves were put in air pump. 

No. 2 — 5 million triple-expansion Worthington : new 
seats were put in check valves on discharge, and valves 
refaced and bushed; new steam and expansion valves 
and bushings, valve stems and bonnets, new high pres- 
sure and intermediate piston rods, new piston rings for 
H. P., and new springs for intermediate and H. P. pistons 
were put in. Pump plungers and pump rods were tumetl 
off and new packing rings put in; jacket pumps were 
also put in good order. This pump is now in first clas-^ 
condition. 

No. 3 — 5 million triple-expansion Worthington; this 
engine is in good order; a few minor repairs were made, 
metallic packing was put in on H. P. rods. 

No. 4 — 8 million triple-expansion Prescott; a new set 
of bronze rubber-faced valves and springs were put in in 
])lace of the steel ones, they having corroded and worn 
so much tliat they were not safe. Metallic packing was 
jHit in on H. P. piston rods, bushed valve gear nxls with 
brass, and case-hardened pins; removed 2 broken tul)cs 
from condenser. This pumping engine is now in g«MKl 
order. 

FUEL. 

Residents in the vicinity of the Waterworks and the 
Electric Liglit Plant having protested vigorously again**t 
tlie Ninoke occasioned by the use of coal at these plants, 
th<»roii^di tests were made of Texas t)il, and it was found 
that fuel oil could Ik? used at about the same cost as c»»al. 



Digitized by VjOOQIC 



13 

The Board therefore contracted for three years' supply 
at $1.08 per barrel of 42 gallons, commencing May 1st. 

BUILDINGS. 

The pumping station and wellhouse are in good con- 
dition ; gutters were painted, and cupola on roof of well- 
house re-tinned and painted ; shop gutters were re-tinned 
with XX tin and painted. 

SERVICES. 

Six hundred and ninety services were put in during 
the year. The total number now laid is 7,277; of these 
780 are out of use, leaving 6,497 in service. 

METERS. 

Six hundred and forty meters were purchased during 
the year, nine were condemned; one hundred and fifty- 
eight are in the shop for inspection and repairs, leaving 
4,551 in use. 

WATER TOWER. 

The Water Tower: The inside of the tank was 
scraped and painted last year; the outside of the tower 
should be painted next year. 

WATER. 

1,382,328,924 gallons of water have been pumped 
during the year, an average of 3,787,202 gallons per day, 
an increase over last year of 519,883 gallons per day. 
The total flow of all the wells on December 31, 1908, was 
4,957,526 gallons per day; on December 31, 1909, it 
was 4,465,330 gallons per day, a falling off in the daily 
flow of 492,196 gallons during the year. The flow of 
the wells decreased so much during the early part of the 
}r'ear that the Board determined to try a Roth Screw 
Pump in one of the wells to ascertain the amount the 
flow could be increased by pumping. The pump arrived 
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the latter part of June and was installed in the 10-inch 
well located about 150 feet southwest of the pumping 
station; this well flowed about 226 gallons inrr minute. 
With the Roth Pump 802 gallons per minute were de- 
livered into the aerating basin, increasing our supply 
829,440 gallons in 24 hours. The Roth Pump con^isis 
of a shaft extending from the ball-bearing head, down the 
well 50 feet, with a screw ever>' 10 feet; it is driven by a 
50 H. P. 3-phase electric motor at a speed of 1135 re\*>- 
lutions per minute. On October 5th a contract was made 
with the Hughes Specialty Well Drilling Comjxany for 
sinking a 10-inch well on Liberty Street. 500 feet south 
of Phelps; this well should give us an additional million 
gallons of water. This will give enough additional water 
to keep up our regular supply, but not enough to meet 
the j)ossible emergencies of a big fire, without an ad<li- 
tional supply to draw from. We have an open reservoir 
holding 2 1-2 million gallons as a reserve for fire, but it 
is not sufficient. I would reconmiend the construction 
of a covered reservoir, of 3 millions capacity, that we 
could draw from at any time. Such a reservoir can 
be l(Kated in the Waterworks grounds at the comer of 
I^ura and Orange Streets, with walls. fl(K)r. column'^ 
and nM)f of reinforced concrete; with 2 1-2 feet of earth 
on the roof the water can l>e ke])t c<m)1 and free from 
contamination. We will not have room in the neighl)or- 
hood of the Pumping Station for more wells as so many 
have f)een ])ut down for private use within a radius of 
3-4 of a mile of the works that the supply of water has 
l)een greatly diminished. A location for an additional 
supply of water should Ik' secured as s<K>n as possible so 
as to enable us to meet the demand of our fast growing 
city. 

HKiH PRKSSl'RK FIRK SYSTEM. 

In V)07 the Boanl came to the conclusion that the 
city was fa>t becoming t<M) large and thebuihlings t<H) high 
to (kiK'nd it|)on tlie pressure and the (juantity of water 
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that could be delivered at any one point in the business 
district, and that it would be necessary to put in a high 
pressure system of fire mains, and a pumping plant, 
taking the supply of water from the St. Johns river. 
With this in view there was laid on the north side of 
Bay Street, from Catherine to Bridge Street, a 12-inch 
cast iron main, and 24 3-way fire hydrants were set along 
it. This main was connected temporarily to the domestic 
system at two points. Nothing further was done in 1908. 
This year the matter was again taken up by the Board, 
and the plan presented to the City Council with the result 
that an ordinance was passed approving the plan and 
authorizing the Board to build the proposed system 
using the surplus earnings from the Water and Electric 
Departments to pay the cost. The foot of Newnan 
Street was designated by the Council as the location for 
the pumping station. The Board at once proceeded to 
advertise for materials and construct the system. The 
pumping station, which is located at the foot of Newnan 
Street, is a reinforced concrete structure 30x40 feet in 
plan, with walls 14 feet in height above ground level, and 
a hipped roof of concrete covered with red Spanish tile. 
The door and window frames and sash are of copper, and 
the doors copper covered ; the sash are hung on pivots and 
glazed with wire glass 1-4 inch thick; the floors are of 
concrete, tile and cast iron plates. The pumps are two 
in number, set on concrete foundations; they are 4-stage 
centrifugal pumps of 2500 gallon rated capacity against 
a head of 175 pounds ; each pump is driven by a 375 H. P. 
3-phase induction motor. 60 cycle, 2300 volts. The 
supply of water is taken from the St. Johns river through 
a 14-inch suction provided with a foot valve. The de- 
livery pipes from the pump are 12-inch provided with 
check and shut-off valve. The pumps are primed from a 
6-inch water main through a 4-inch connection; the 
pumps are each provided with a 10-inch Ross Pressure 
Regulator and relief valve by which the pressure on the 
fire mains can be maintained at any point between 80 and 
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175 pounds. The current to the pumps is controlled by 
a switchboard of Vermont marble of 3 panels; one for 
the current from the plant and one for each pump, with 
switches and controller for starting up the pumps; volt- 
meters and ammeters. The current for the pumps is 
supplied by a 3-wire armored cable laid underground 
from the city power-house to the pump-house; there will 
also be a direct overhead line. The system of mains 
consists of a 20-inch main from the pump-house on 
Newnan Street to Adams Street, 838.5 feet; a 16-inch 
main on Adams Street, Xewnan to Jefferson, 3,640.5 
feet; a 12-inch main on Bay Street from the 20-inch on 
Newnan Street east to Catherine Street, 1,645 feet; a 12- 
inch main west on Bay Street, from the 20-inch on 
Newnan to Johnson Street, 5,126 feet; a 12-inch on 
Jefferson Street, from Adams to Bay, 801 feet; a 12- 
inch on Main north of Adams to State Street, 1,976 
feet; a 12-inch on Main, south of Adams to Forsyth, 
280 feet; a 12-inch on Hogan, north of Adams to Duval, 
562 feet, and a 12-inch on Duval, Hogan to Main, 880 
feet; with 8-inch cross mains between Bay and Adams 
on Ocean, Hogan and Cedar, and from Bay to bulkhead 
at Washington, Ocean, Main, and Hogan ; also on Forsyth 
from Main to Ocean, — a total of 3,125 feet. Fifty-three 
5 1-4 inch Mathews Fire Hydrants with one 3-inch and 
two 2 1-2 inch outlets, were set on these lines, in addition 
to the 24 already set on the 12-inch main on Bay Street 
between Bridge and Catherine, making a total of 77 
Fire Hydrants on the high pressure lines. There are 
several more 8-inch cross lines to lay to complete this 
system for the present. As the city grows the mains can 
Ik* extended. 

On the 22(1 (»f December the ])umps and mains were 
•riven a preliminary test with a prcNSure of 175 i)oun(Is on 
the mains, hnt one <»r two small leaks were found. The 
])iimps worked well and sho\\e<l that they are cafiable 
of throw iiiLT a ninnher of fine fire streams: the pumps will 
be given a thoroni^h te^t ft)r cai)acity as scnm as everx- 
thing is completed. 
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CAST IRON MAINS. 



Domestic System Mains have been extended as fol- 
lows during the year 1909 : 



6-INCH xMAINS 



Laid on 



From 



To 



Palmetto St Monroe St Adams St . 

Third St Cleveland St Durkee St. 

Eighth St Evergreen Ave . . .Franklin St 

Walnut St Eighth St Ninth St. . 

Riverside Ave Barrs St King St. . . 

Herschel St Copeland St King St... 

Fisher St Eighth St., South. Eighth St,, 

Oeveland St Enterprise St Kings Road 

^larsh St Forsyth St Adams St.. 

Cherry Ave Highway Ave Forest St . . . 

Ionia St Fifth St Eighth St. . 

Sixth St Walnut St Ionia St. . . . 

Missouri St First Ave Fourth Ave 



Feet 

336 

1640 

1145 

444 

828 

2872 

96 

.1440 

. 288 

.1356 

.1408 

. 364 

. 993. 



N. 



.13,210.0 



Evergreen Ave 
St. Johns Ave 

Barrs St 

Riverside Ave 
Highway Ave 
Kings Road . . 
Enterprise St. 
Missouri St.. 



Xinth St. 



8-1 XCH MAINS 

..Eighth St Henry St.... 1764 

..Barrs St Mallory St... 2229 

..St. Johns Ave Riverside Ave. 336 

..Copeland St Barrs St 1704 

..Estelle St Smith St 1254 

..Myrtle Ave Russian St... 1445 

..A. C. L. R. R West St 500 

.. Louisiana St Jefferson St.. 569. 

.10-INCH MAIN 

. .Liberty St Walnut St 



Total Feet Domestic Mains Extended. 



. 9,801.0 

. 469.0 
23,480.0 



High Pressure Fire Mains were laid as follows: 

20-INCH MAIN 
Xewnan St Bay St Adams St 838.5 

16-INCH MAIN 
Adams St Newnan St . . . Jefferson St 3,640.5 
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12.INXH MAIN'S 
Laid on From To Feet 

Jefferson St Adams St Bay St 801 

Bay St Bridge St Johnson St. ..1941 

Main St Forsyth St State St 2256 

Hogan St Adams St I>uval St 562 

Duval St Main St Hogan St.... 880 a**- 

8-IXCn MAINS 

Washington St. . . Bay St Bulkhead . . . 147 

Ocean St Adams St Bulkhead .... 837 

Fors>'th St Main St Ocean St 376 

Main St Bay St Bulkhead .... 302 

Hogan St .\dams St Bulkhead .... 906 

Cedar St Adams St Bay St 557 3.ll^i 

Total Feet High Pressure Mains Hxtendcd I4..44n 

(iaivanized Iron Service Mains liave l)een laid on the 
following named streets during 1909: 

2-INCH PIPF. 
I^)cation of Fxtension Feet 

Fifth St West of Uc St 288 

Orange St West of Jefferson St. , 60 

Fagle St luist of Illinois St 74 

Ninth St Fast of LilK-rty St... 104 

Walnut St North of Ninth St (it) 

Barrs St North of St. Johns Ave 330 

Riverside Ave... Fast of Barrs St 322 

William St Fast of Walnut St... 192 

Sc\ cnth St West of I^iura St 72 

.Xshley St F;ist of Cteorgia St... 18 

llorida Ave South of Jessie St 33 

Seventh St West of Liberty St.. 177 

KmKs Road West of Davis St 225 

S> <lney St West of Stockton St . . 344 

Dew Drop Alley 210 

Kuerside .\vc North of SttH'kton St.. 182 

Akron St North of Fiiterprise St. UiS 

Filnrty St N(»rth of i:!eventh St. . 133 

Ward St West of Cleveland St. 97 

l^ilavette St North of Ml.ert St 348 

I-llu,i^ter St South of Riv erside Ave. 904 
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LxKration of Extension Feet 

Oak St West of King St 444 

Illinois St South of Bloxham St . . 355 

Missouri St West of Fourth St. . . . 505 

Third Ave North of Missouri St... 108 

Seventh St East of Silver St 52 

Johnson St South of Second St 125 

Wamboldt St West of Talleyrand Av 490 

Market St South of First St 760 

Parker St North of Hill St 193 

Water St South of Riverside Ave 251 

Jefferson St North of Orange St. . . . 270 

Cemetery St North of .Third St 227 

Perry St North of Sixth St 269 

Cherry St North of Highway Ave 296 

Stuart St South of Beaver St.... 221 

Johnson St South of Kings Road.. 192 

Johnson St North of Kings Road . . 156 

Roselle St East of Lemon St 196 

Riverside Ave East of King St 294 

Franklin St North of Dyal St 659 

Third St East of Franklin St.. 61 

Franklin St South of Monroe St 81 

Stuart St North of Corning St . . . 86 

Riverside Ave West of Stockton St . . 1 77 

Adelia St West of Fisher St Itxi 

East St South of Eighth St.... 118 

Third Ave West of Wilcox St.... 149 

Everson St North of Grover St 227 

Carman St East of Liberty St 231 

North St 250 

Myra St East of Copeland St.. 1340 

Copeland St North of Lydia St 1051 

Qeveland St South of Ward St 140 

Boulevard West of Perry St 260 

Prince St West of Myrtle Ave. . . 497 

Kings Road West of Myrtle Ave . . . 360 

Ionia St North of Sixth St 104 

Illinois St South of Bloxham St. . 225 

King St North of Lydia St 835 

Park St East of King St 280 

Cherry Ave North of Highway Ave 60 

Dora St West of Oak St 183 

Spruce St North of Dora St 140 

Johnson St North of Beaver St 108 
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Location of Extension 



Feet 



Wamboldt St West of Parker St. . . . 45 

AdeHa St West of Fisher St 300 

Franklin St North of ..Dyal St 122 

May St South of Lomax St 121 

LaFayette St North of Albert St 60 

Helbert Place East of Georgia St... 30 

Market St South of Bay St 176 

Osceola St South of Highway Ave. 168 

Tenth St East of Hubbard St. . . 230 

Simmons St West of Copeland St . . 60 

Second Ave North of Third St 472 

First St East of Oark St 230 

Lemon St South of Roselle St Z! 

Russian St South of Kings Road... 500 

Davis St North of Eighth St. . . . 300 

Fifth St West of Silver St 82 

Duval St West of Palmetto St. . 240 

Barrs St South of St. Johns Ave 325 

Barrs St South of Lydia St 197 

Tyler St North of Smith St 840 

DeWitt St South of State St 117 

Ward St West of Cleveland St. 90 

Myra St I'last of Copeland St.. 100 

Victoria St East of Jefferson St . . 205 

I^uisiana St North of Harrison St.. 780 

Emma St East of Fisher St 500 

Madison St North of State St 180 

Fisher St North of Winthrop St . f «) 

State St West of Myrtle .Ave. . 40 

Gilmore St West of Park St 170 

Seventh St West of Perry St 340 

Ward St Wc«^t of Cleveland St. 41 

( irapc St West of Goodwin St . . . 5(^) 

Woodlawn Ave. . . North of Highway .\vc 3(»0 

Sydney St Wt'.t of Copeland St.. 220. 



.2irV<52i» 



Ma<li^on St 

\\\\\ St , West. . 


1 
.South of. . 


.-INCH PIPE. 

Missouri St. . 

At No. 72r>. . 

l-:i«lith St... 

Prime St . . 

Hlexenlh St. 

. .. . levsif St 


. 102 


Madisdn St 

Jaek^on St 

HiiMiard St 


. .St*uth of . 
..West of.. 
. .North of 


. 80 

. 40 

37 


loiiia St 


. . South c^f 


. 216 



4^70 
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1^-INCH PIPE. 

Location of Extension Feet 

Alley South of Third St 

And West of Laura St 165 

Liberty St South of First St 82 

Walnut St North of Eighth St. . . . 21 

Third St East of Clark St 171 

Bay St., West At No. 630. . 22 

Madison St South of Eighth St 135 

Franklin St North of Helbert Place 134 

Johnson St South of Harrison St . . 71 801.0 

1-INCH PIPE. 

Dora St 65 

Ocean St South of ....Forsyth St... 148 213.C 

2-inch Galvanized Iron Mains were taken up where 
Cast Iron Mains have been extended : 

Location Feet 

Third St West of Cleveland St. 120 

Eighth St East of Evergreen Av 684 

Walnut St North of Eighth St 260 

Cherry St North of Highway Ave 1060 

Ionia St North of Fifth St 660 

Sixth St East of Walnut St .... 280 

Missouri St West of Third Ave 420 

Evergreen Ave . . . North of Eighth St 540 

St. Johns Ave.... West of King St 1020 

Kings Road West of Myrtle Ave. . 380 5,424.0 

The following Gate Valves have been set during the 
year on Domestic System : 

10-INCH VALVE. 

Florida Ave South side of Darwin St 1 

8-INCH VALVES. 

Riverside Ave West side Copeland St. 

Kings Road West side Myrtle Ave. 

Evergreen Ave. . . North side Eighth St . 

St. Johns Ave East side King St. 

St. Johns Ave West side King St. 

Riverside Ave East side Barrs St. 

Barrs St South side R' verside Ave 7 
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6- INCH VALVES. 

Walnut St South side Ninth St. 

Marsh St North side Forsyth St. 

Ionia St North side Sixth St. 

Ionia St South side Sixth St. 

Cherry Ave North side Highway Ave. 

Sixth St East side Walnut St. 

Eighth St East side Evergreen .\ve. 

Walnut St North side Eighth St. 

Myrtle Ave North side Kings Road. 

Adams St East side Catherine St Under Viaduct 

Main St South side Water St At Bulkhead 

Union St East side Oeveland St. 

State St East side Cleveland St. 

Ashley St East side Cleveland St. 

Beaver St East side Cleveland St. 

Cleveland St South side Kings Road. 

Eighth St West side Evergreen Ave. 

Bay St Opposite Gark's Mill Yard, Near Hogans Creek. 

King St North side St. Johns Ave. 

Newnan St North side Water St. 

Newnan St North side Water St 21 



Total Valves set on IX)niestic Mains. 



.29 



6- INCH VALVES TAKEN OUT. 



St. Johns .\ve...Wcst side King St. 

Riverside .\ve West side Copeland St . 



X'alves set on High Pressure Fire Mains tluring 



3)-lNCH VALVE. 
Newnan St North si<le Bay St . . . 



1^ INCH VALVES. 



Adams St. 

.\ da Mis St. 

•NdaiTis St 

\clams St. 

.\danis St. 



. . Wr^t >i*U' Newnan St. 

. .\Vt st side Main St 

. .West side n<.K.t" St 

.\\ est sidr ('««lar Si 

.West side BrnlKc St 
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12-INCH VALVES. 

Adams St West side Jefferson St. 

Jefferson St South side Adams St. 

Jefferson St North side Bay St. 

Bay St East side Newnan St. 

Bay St West side Newnan St. 

Bay St East side Hogan St. 

Bay St West side Hogan St. 

Bay St West side Cedar St. 

Bay St West side Bridge St. 

Bay St East side Jefferson St. 

Bay St West side Jefferson St. 

Bay St West side Davis St. 

" -^^ c;t Vorth side Adams St. 

>.t South side Duval St. 

Duval St East side Hogan St. 

Duval St West side Main St. 

Main St South side Adams St. 

Main St North side Adams St. 

Main St North side Duval St. 

Main St North side Ashley St. 

Main St North side Union St. 

Newnan St North side, East. . Terminal Track. 

Xewnan St North side, West. Terminal Track 23 

8-1 NCH VALVES. 

Washington St . . . South side Bay St. 

Ocean St South side Bay St. 

Ocean St North side Bay St. 

Ocean St South side Adams St. 

Forsyth St West side Ocean St. 

Main St South side Bay St. 

Hogan St South side Bay St. 

Hogan St North side Bay St. 

Hogan St South side Adams St. 

Cedar St South side Adams St. 

Cedar St North side Bay St 11 

4-1 NCH VALVES. 

Bay St South side Madison St. 

Main St North side Church St 2 

Total Valves set on High Pressure Mains 42 
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FIRE HYDRANTS. 

Fire Hydrants have been set on Domestic System at 
the following named locations during year 1909 : 

Corning St S. E. Corner Cleveland St. 

Third St S. E. Corner Evergreen Ave. 

Third St S. E. Corner Wilcox St. 

Kings Road S. W. Corner Barnett St. 

Kings Road S. W. Corner Xooney St. 

Kings Road South side Between Xooney and Russian St*. 

Kings Road S. W. Corner Russian St. 

St. Johns Ave S. \V. Comer Barrs St. 

St. Johns Ave South side At Angle West of King St 

St. Johns Ave S. W. Corner Bayard Place. 

St. Johns Ave S. E. Corner Cherry St. 

St. Johns Ave S. W. Corner Mallory St. 

Riverside Ave S. W. Comer Stockton St. 

Riverside Ave S. W. Comer Barrs St. 

Riverside Ave S. W. Corner Osceola St. 

Hcrschel St S. W. Corner Osceola St. 

Herschel St S. W. Corner Stockton St. 

Herschel St S. W. Comer Barrs St. 

Highway Ave X. W. Corner Howell St. 

Highway Ave X. W. Corner Brobston St. 

Highway Ave X. W. Corner. . . . Hollonion St. 

Highway Ave X. W. Corner Smith St. 

Cleveland .Ave S. E. Corner Ellis St. 

Cleveland Avc....S. E. Comer Enterprise St. 

Eighth St S. W. Corner Fisher St, 

Eij^hth St S. W. Corner Franklin St. 

E\ crKfcon Ave. . . X. W. Corner I lenry St. 

\\ ahuit St S. W. Comer Xinth St. 

Cherry Ave S. W. Comer l^wis St. 

Chtrry Ave S. W. Corner Calvin St. 

Cherry Ave S. W . Corner Forest St. 

Iniiia St S\V. Corner Sixth St. 

loiiia St .S. W . Corner Seventh St. 

Third \\o S. F CnnuT Durkce Ave. 

.Mi^'-oiiri St .\. W CMriuT See«»nd .Ave. 

Mis^-'iiri St N W. C'»rner Third Ave. 

Misvniiri St \ W. (''»r'Kr F«»iirth .\\e 

Ruersidf .\\c....S. F Corner I'Orest .\ve. 

l-AersTten A\e...X W. (*i»rii. r . . . . .Xiiith St. 
Ivrr^ifit II A\c...\. W ('*»rtier . ..Tenth A\e. 
I\ert!re«n A\e. .X W. Corner. . . l'|u luireh .\\e. 

W .lit rw*»rkN V.»r«I North of PninpiMvi Station. 

\V .itt rworks Var«l Soutli of FuMtpriy St.ition T • tal. 4J 
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Jefferson St X. \V. Corner Ward St. 

Jefferson St X. \V. Corner Fors\th St. 

Bay St South side Between Bridge and Jefferson St^ 

Bay St S. W. Comer Jefferson St. 

Bay St South side Bet. Jefferson St. and MadiM*n St 

Bay St S. W. Comer Madison St. 

Bay St SH>uth side Between Madison St. and Ihjvis St 

Bay St S. W. Comer Dav is St. 

Bay St South side Between I>avis St. and Lee St 

Bay St S. \V. Comer I-ee St. 

Bay St S. E, Corner Johnson St Total 53 

Respectfully subniittecL 

R. X. Elus. 

Suf*criutcfu{cftt. 
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WATERWORKS STATISTICS. 

Report of 1909. 

Plant built in 1879-80. 

Owned by the city. 

Present valuation, $602,605.12. 

Source of supply, flowing artesian wells. 

Mode of supply, direct pumping and to water tower. 

PUMPING. 

Builders of pumps, H. R. Worthington and Fred M. Prescott 
Steam Pump Company. 

Builders of boilers, Babcock & Wilcox. 

Fuel used, steam coal and crude oil. 

Coal consumed for 4 months, average per day, 4.2 tons. 

Oil consumed for 8 months, average per day, 21.39 barrels. 

Total gallons pumped, 1,382,328,924. 

Average dynamic head, 150 feet. 

Number of gallons pumped per barrel of oil, 179,378. 

Cost of pumping based on pumping station expenses, $19,437.58. 

Per million gallons pumped, $14.06. 

Per million gallons raised 100 feet high, $9.37. 

CONSUMPTION. 

Estimated population, 58,000. 
Total gallons supplied, 1,382.328,924. 
Average daily consumption, 3,787,202. 
Gallons per day to each inhabitant, 65.29. 
Gallons per day to each service, 582. 

DISTRIBUTION. 

Mains, cast iron. 

Size, 4-inch to 20-inch. 

Extended domestic system, 23,480 feet. 

Transferred to high pressure system, 4,830 feet of 12-inch. 

Total in use, 64.386 miles. 

High pressure system mains, 8-inch to 20-inch. 

Extended H. P. mains, 14,044 feet. 

Total in use, 3.574 miles. 

Fire hydrants added to domestic system, 43. 

Fire hydrants transferred to H. P. system, 24. 

Number in use at this date, 639. 

Fire hydrants added to H. P. system, 53. 

Number in use at this date, 11 . 
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Stop gates added to domestic system, 29. 

Stop gates taken out, domestic system, 2. 

Number in use at this date, 465. 

Stop gates in use on H. P. system, 42. 

Pressure, domestic, 62 pounds. 

Pressure, domestic system for fire, 100 pound«i. 

Pressure, high pressure system for fire, 175 pounds. 

SERVICES. 
Materials, galvanized iron and lead. 
Services added, 690. 
Numl)er in use, 6,497. 
Meters added, 640. 
Number in use, 4,551. 
Percentage of services metered, 70. 

Size and length of domestic distributing mains: 

4-inch 10.738 feet. 

6-inch 22f),566 feet. 

8-inch 42.589 feet. 

10-inch 28,937 feet. 

12-inch 7.530 feet. 

14-inch 6.442 feet. 

16-inch 9,253 feet. 

20-inch 7,908 feet. 

Total 339,963 feet, equal 64.386 miles 

Size and length of high pressure fire mains: 

2(Vinch 838.5 feet. 

lO-inch 3,<>U).S feet. 

12-inch 11.270.0 feci. 

8-inch 3.125.0 fcit. 

Total 18.874.0 feet, equal 3.574 miles. 



Digitized by VjOOQ IC 



Digitized by VjOOQIC 



SEWER DEPARTMENT REPORT. 



Jacksonville, Fla.. I)eceinf)er 31. UXW. 

To the Trustees for the IWatencorks and Improvement 
Bomis of the City of Jacksomille, Florida, 

Gentlemen : 

I herewith submit a reiK)rt of the ()i)eratit>n of the 
sewer (lei)artnient for the vear ending Deceml>cr 31, 
19W. 

In addition to flushing by the automatic tanks, the 
sewers have l>een flushed regularly thnnigh hose from the 
fire hydrants. We have by the use of the jointed hmU 
and sand scoop removed considerable sand from the 
sewers and drains, also icKated a number of leaky joints 
and some defective and broken pii)e — all of which have 
l)een rei)aired. A numl>er of badly laid house connec- 
tions have l)een taken up and relaid; when we get the 
Darwin street sewer relaid. an appropriation for which 
has l)een made by the City Council we will have xhc 
sewers in good con<lition. 

The northeastern \y^rX of the city is growing rapiilly 
and nee<ls sewers badly. Xo provision has yet l>een made 
for this section; there should l)e an appropriation of 
S30,(XX).(X) made in the next budget to commence ihi^^ 
work. This outfall sewer should lie large enough to carry 
all that part of the city east of Main street, north of 
Ninth street in Springfield and north of Third street in 
Campbell addition. This sewer will ht located so near 
the north line of the city, with the prol)ability of the 
city limits being extended in the near future, tliat it 
slioiild 1k' large ennit^h to take in everything south of 
Long r.ranch. The <hNtrict known a*^ Hansontown aiul 
that j>art of the city just north of Kings Road should 
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have a good system of streets laid out through them so 
that a proper system of sewers and drains could be laid. 
The Springfield pumping station is in good order. The 
constant growth of this district is taxing the capacity of 
our pumps and I would recommend that another 12-inch 
pump be added to this station in the near future. 

The station at the foot of Jeflferson street has been 
rebuilt, a brick building in place of the old corrugated 
iron one, and the new pump set. 

The Fairfield station is in good working order. The 
12-inch sewer on Bridier street from Union street to 
manhole in County Hospital yard, a distance of 1,469 
feet, was relaid. 

EXTENSIONS OF SEWERS AND DRAINS. 

The following drains were laid under contract with 
Brj^an & Company. 

30-INCH BRICK DRAIN. 

On Osceola, Park to Lydia 329.9 Ft. 

15-INCH TERRA COTTA DRAINS. 

On Myrtle Avenue, Enterprise to Kings Road . 1,570.9 Ft. 

On Ninth St., Liberty to Main 1,415.1 Ft. 

On Eighth St., Walnut to Market 956.8 Ft. 

On Florida Ave., to Darwin, south 262.4 Ft. 



4,205.2 Ft. 

12-INCH TERRA COTTA DRAINS. 

On Eighth St., Walnut to Clark 674.0 Ft. 

On Eighth St., Market to Hubbard 486.6 Ft. 

On Lydia St., Market to Goodwin 580.8 Ft. 

On Post St., Margaret to Goodwin 578.9 Ft. 

On Florida Ave., S. from end of 15-inch drain. 202.0 Ft. 



2,522.3 Ft. 
A total of 7,057.4 feet of drains, and 20 manholes. 
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The following sewers were laid under contract with 
Bryan & Company : 

12-INCH CAST IRON SEWER. 

On Phelps St., W. W. Yard to Liberty Street. 1,865.6 Ft. 

8-INCH TERRA COTTA SEWERS. 

On Herschel, Osceola to Stockton 587.0 Ft. 

On Lydia, Osceola to Stockton 1,157.2 Ft. 

On Tenth St., Silver to Main 964.8 Ft. 

On Cottage Ave., Silver to Laura 481.4 Ft 

On Ninth St., Silver to Main 963.9 Ft. 

On Silver St., Eleventh to Ninth 933.5 Ft 

On Laura St., Tenth to Ninth 485.2 Ft 

On Eighth St., Cedar to Perry 481.9 Ft. 

On Monrpe St., Franklin to Bridier 562.7 Ft 

On Beaver St., Georgia to Bridier 850.0 Ft. 

On Duval St., Myrtle Ave. to Cleveland 986.6 Ft. 

On Myrtle Ave., S. A. L. Ry. to Kings Road . . 962.2 Ft 

9,416.4 Ft. 

A total of 11,282 feet of sewers, and 29 manholes. 

The following sewers were laid by individuals, under 
the City's supervision, as part of the regular sewer sys- 
tem, to be paid for by the City as appropriations arc 
made by the City Council for same: 

8-IXC'H TERRA COTTA SPZWKRS. 

On (ioodwin St, Ly(b*a to .Mley north of 

Lemon ! 821.8 Ft 

On Alley north of Lydia, (ioodwin to Copeland 518.5 l^'t. 

( )n Alley north of Ly<lia, (Ioodwin to Osceola. 1,077.4 Ft. 

C)n Allfv north of Lemon, (ioodwin to Osceola. 1,053.4 Ft 

On Allev north of Lemon, (ioodwin to 

Marj^arct 48<).7 Ft. 

( )n (ioodwin St., Simmons to north side of 

Ki\cr>i«le Avenue 287.3 Ft 

4.248.1 Ft 
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6-INCH TERRA COTTA SEWERS. 

On Riverside Ave., Copeland to Goodwin. . . . 300.0 Ft. 
On Riverside Ave., Goodwin to Margaret 355.5 Ft. 

655.5 Ft. 
A total of 4,903.6 feet of sewers, and 9 manholes. 

EXTENSION OF TERRA COTTA DRAINS BY CITY. . 

On Evergreen Ave., 8th St. south to Ditch. . . 175.0 Ft. 

On May St., Post to M. H. N. of Lomax 300.0 Ft. 

On Date St., Oak to May 325.0 Ft. 

800.0 Ft. 
A total of 800 feet of drains, and 3 manholes. 

EXTENSION OF 8-INCH TERRA COTTA SEWERS BY CITY. 

On Perry, Seventh to Sixth 426.5 Ft. 

On Fifth Ave., Missouri to Third 940.0 Ft. 

On Herschel St., Stockton to Barrs 550.0 Ft. 

On Seventh St., Ionia to Clark 168.0 Ft. 

On Adams St., Spearing to Palmetto 248.2 Ft. 

On Ward St., Cleveland to Hanover 180.2 Ft. 

2,512.9 Ft. 
A total of 2,512.9 feet of sewers, and 4 manholes. 

This makes the total addition to drains during the 
year 7,857.4 feet, with 23 manholes; and an addition to 
sewers of 18,698.5 feet, and 42 manholes. There were 
49 new catch basins built, and 28 old ones rebuilt on 
account of changes in lines and grades. A number of 
manhole frames that were in bad shape were replaced 
with new ones. 
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SEWER COXXECTIOXS. 



There have been 251 5-inch connectums laid for 
pkinibers, and 189 were laid to vacant lots previous to the 
laying of street pavement. 

Respectfully submitted, 

R. X. Ellis. 

Suf^crifiteiuicnt, 
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ELECTRIC DEPARTMENT REPORT. 



Jacksonville, Fla., December 31, 1909. 

To the Trustees for the IVatenvorks and Improvement 
Bonds of the City of Jacksonville^ Florida. 

Gentlemen : 

I herewith submit a report of the operation of the 
City Electric Light Department for the year ending 
December 31st, 1909. 

The financial statement showing the earnings and the 
operating expenses for the year will be found in detail 
on subsequent pages. 

The output of current for the year was 6,428,418 
K. W. for which the average price received was five cents 
per K. \V. at the switch board. $35,600.67 was expended 
in bettennents for street and service installation, trans- 
formers, meters, etc. 

No additional machinery has been put in during the 
year. The boilers were equipped with the "S-C" feed- 
water regulators. Last year we put in 4-Ampere 
Luminous Arcs (Magnetite) in the place of the 9.6- 
Ampere open street-arcs. To do away with a number of 
these arcs on our commercial line and dispense with the 
running of the arc machines, the Board decided to put in 
two 4-light 60-Watt Tungsten Clusters in place of each 
arc on the regular multiple circuits with switches, and let 
the consumers pay for the current burned by meter meas- 
urement. These lamps were put up in May and the 9.6- 
Ampere arcs taken down. This enabled us to dispense 
with running the 750 H. P^ Cross Compound Corliss 
Engine. The engine is now held in reserve, having belted 
to it one 250 K. \V. A. C. Generator and one 150 K. W. 
500 Volt D. C. Generator. 
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The Luminous Arc system (Magnetite) used with 
the Mercurj' Arc Rectifiers that we put in during the early 
part of last year has proven ven' satisfactory*. Another 
100 light transformer with lamps has been ordere<i for 
the purpose of extending the street lighting system. 
During the year all of our meters have been taken in, 
cleaned, tested, and reset. A drum of the old Caldwell 
boiler taken out several years ago was buried in the yard 
back of the power house to be used as an expansion tank 
for the boiler blow offs, an 8-inch cast iron drain pipe 
laid from this tank to the creek, and the blow oflf pif)c 
from the boilers renewed and connected to this tank. The 
iron hot well having become leaky from corrosion, a new 
hot well was constructed below the fire room floor. <»f 
reinforced concrete, and connection from the turbines, 
engines, and pumps made to it. 

Coal was used for fuel until April. During the month 
of .\pril the lx)ilers were equipped with KirkwtKwl t>i] 
burners and by the first of May we were burning <»il 
under all of the l)oilers. Taking into consideratitm the 
conditions under which we are operating oil is a much 
cheai)er fuel than coal ; we get rid of the handling and dis- 
[K>sing of the ashes; the wear and tear on the machinery- 
caused by the gritty dust from the coal and ashes; ami 
the j)lant can l)e kept clean with much less labor. 

I would recommend that a new plant be built on a site 
where there is plenty of room and where fuel can be 
delivered to the plant by either rail or water. .\t our 
present location it has cost 20 cents a ton for hauling 
coal. The sujiply of water for condensation is insuflicient 
and there is not siifticient hmmu for further enlargement 
of the plant. Tlie |)resent station, however, on acc*)unt of 
its central location can always be used as the [x»int oi 
(listrihnlion. 

HOILKRS. 

The lK)ilers are all now in good c«»ndition, minor re- 
pairs having Ikhmi nia<le from time to time. 
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ENGINES AND TURBINES. 

The 750 H. P. Cross Compound is in good order ; it 
is held in reserve and is run once every week for a short 
time. 

The 3-200 K. W. DeLaval Steam Turbines are in 
good order, but have not been used during the year. 

No. 12 — 500 K. W. Curtis Turbine is in good order. 

No. 14 Allis-Chaimers 500 K. W. Turbine; this 
machine is in good order ; minor repairs were made to the 
governor, throttle, etc. 

No. 16 — Allis-Chalmers 500 K. W. Turbine was put 
out of service on the 28th of November, just after start- 
ing up, but we hope to have it back in service in a few 
days. 

' No. 18—1500 K. W. Allis-Chalmers Turbine is in 
good order ; a few minor repairs have been made to it. 

The auxiliaries are in fairly good order, minor repairs 
being necessary from time to time. 

ELECTRICAL MACHINERY. 

The electrical machinery is in good order. The three 
9.6 Ampere 125-light Brush Arc machines have been 
taken out of service and one of them sold ; the other two 
are for sale. Cleaning and a few minor repairs are all 
the work that has been done on the turbine generators. 
A new panel with switches and instruments was added 
to the station switch board for the 3-phase underground 
cable which was laid to supply current for the two 375 
H. P. motors attached to the centrifugal pumps in the high 
pressure fire station at the foot of Newnan street. This 
cable is 4500 feet in length; is a 3-phase 3-0 cambric 
insulator cable, sheathed with lead, wound with jute and 
covered with two layers of galvanized steel bands to 
protect it from injury. It was laid in the ground with- 
out ducts. 
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TRANSFORMERS. 

Ninety-seven Transfonners of 870 K. W*. caf>acit\- 
were purchased during the year; six were burned <»ut 
and will be exchanged for new ones. The total cai>acity 
now in use is 4,524 K. \\'., equal to 90,480 16 C. P. lani|><. 
Thirty-four transformers were repaired and tested during 
the year. 

METERS. 

There were received during the year 847 nieier>: S 
were destroyed by fire: 1 destroyed by some vandal and 
1 stolen from an empty house; 285 were condemne<l and 
exchanged for new ones. The number now in the <le- 
partment is 5,319. 

During the past year 4260 meters have l)een taken int«i 
the shop and were cleaned and calibrated : 770 new 
meters were tested before setting. 

Respectfully submitted, 

R. X. Ellis. 

Superintctitlott, 
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ELECTRIC LIGHT PLANT STATISTICS. 

Report of 1909. 
Plant built in 1895. 
Extended in 1898, again in 1901, again in 1903, and again in 
1908. 

Cost of original plant $ 76,675.99 

Present valuation $424,901.70 

MACHINERY. 

Four Babcock & Wilcox boilers of 350 horsepower each; one 
Aultman & Taylor boiler of 350 horsepower, one of 250 horsepower, 
and two of 500 horsepower each. 

One Filer-Stowell Corliss cross compound engine of 750 horse- 
power. 

One general electric monocyclic generator of 250 K. W. Two 
No. 11 brush arc dynamos, with a capacity each of 125 lights of 
2,000 candle power. One direct current 150 K. W. 500- volt generator. 

Two 300-horsepower condensing DeLaval steam turbines, direct 
connected, each to a 200-K. W. alternator. 

One 200-K. W. DeLaval 500-volt direct current turbo-generator. 

One 500-K. W. Curtis alternating turbo-generator. 

Two 500-K. W. Allis-Chalmers alternating turbo-generators. 

One 1500-K. W. Allis-Chalmers alternating turbo-generator. 

The following street lights are supplied: 

200 4-ampere luminous arcs at $5.00 per month each. 

316 4-ampere alternating arcs at $4.50 per month each. 

170 series incandescent at $2.08 J<3 per month each, of 50 candle 
power. 

30 32-candle power ordinary incandescent at $1.25 per month 
each. 

CHARGES FOR LIGHT AND POWER. 

Incandescent lights are charged for by meter measurement on 
a sliding scale from 7 cents per K. W. to 5.6 cents, according to 
quantity consumed. 

Not less than a minimum charge of $2.00 per month is made 
for any service. 

The city pays for the lights used for public buildings at the 
same rate as above. 

Power is charged for on a sliding scale from 7 to 3 cents per 
K. W., according to quantity used. 

A minimum charge of $1.00 per month per horsepower of 
motor is made for elevators. 
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FIRE DEPARTMENT REPORT. 



Jacksonville, Fla., December 31. 1909. 

To the Board of Trustees for the U'atencorks and 
Improvement Bonds of the City of Jaeksonzille, 
Florida. 

Sirs : 

I have the honor to submit the annual report of the 
Fire Department, for the year ending Deceml)er 31. 1^><^, 
the fifteenth since you have had cliarge of the Depart- 
ment, the eighteenth since I have been its chief and the 
twenty-third since its organization. This report contain^; 
a statement showing the causes of all fires and alarms that 
have occurred during the year, as nearly as could be 
ascertained, with an estimate of the value, insurance, 
property loss and insurance loss, on buildings and con- 
tents, also such other information as I l)elieve will be <>f 
interest. 

MANUAL FORCE. 

The manual force was increased by putting four men 
on the high-duty wagon December 21st. making the t«)tal 
.sixty-four, assigned to duty as follows: one chief, one 
first assistant chief, one second assistant chief, eight fore- 
men, two engineers, two stokers, eleven drivers, thirty- 
seven privates and one su|)erintendent of fire alarm. 

APPARATUS. 

The cnj^nne was moved from station numl)er one to 
station niinilKT three, and a wagon installed at station 
nnniber one carry iiij^^ one thousand feet <»f three-inch 
Iiose for the high-<iniy service. The apjwratus in ser\ice 
is as follows: two scrvict* hook and huhler trucks, two 
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combination chemical and hose wagons, five plain hose 
wagons, one of which carries three-inch hose, two steam 
fire engines and one chief's buggy. The reserve apparatus 
consists of one fifty-five foot Hay's aerial hook and ladder 
truck, one two-horse hose wagon used for coal wagon, one 
chief's buggy. Both the engines had new flues put in 
during the year. 

HOSE. 

Two thousand feet of two and one-half-inch, and one 
thousand feet of three-inch hose was purchased during 
the year, and eighteen hundred feet condemned. Of the 
condemned hose there was sold to outside parties three 
hundred and fifty feet, to the Board of Public Works 
four hundred and fifty feet, to the Water Department 
two hundred feet, and to the Sewer Department eight 
hundred and fifty feet. There was three hundred feet of 
new hose sold to the Water Works, leaving thirteen 
thousand eight hundred and fifty feet of two and one- 
half-inch hose, and one thousand feet of three-inch hose 
in service. 

HOUSES. 

Station number one needs painting and the floor and 
plastering repaired. There are nineteen men at this 
house, and only one bath tub. There should be another 
bath room at this house. 

The house occupied by station number two the first 
part of the year was sold and a new house built for this 
company at the corner of Main and Fourth streets. This 
house is built of buff brick with a red tile roof, and is a 
house that the city may be proud of. There was an 
addition thirty by forty feet made to station number 
three to accommodate the reserve apparatus. Station 
number four is in fair condition. Station number five is 
an old wooden building, is not in keeping with the other 
houses, and should be replaced with a new brick building. 
Station number six is in good condition. 
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HORSES. 

There were eight horses purchased during the year; 
three were sold and one died, leaving twenty-eight in 
service, four more than last year. The horses are used as 
follows: four for the hook and ladder trucks: four for 
the engines: fourteen for the combinations and h*)>e 
wagons, one for the chief's buggy and one for the fire 
alarm wagon, leaving four extra horses, three of whicli 
have been in the service more than eight years and are 
in bad condition. 

FIRE ALARM TELEGRAPH. 

This branch of the service was increased during the 
year by the addition of one mile of wire, and two lx»xo 
located as follows : One at Merchants & Miners Steam- 
ship Dock, private: one at corner of Third Avenue and 
Cleveland street. 

The alarm consists of one ten-circuit automatic 
re|)eater. one eight-circuit storage l^attery contn>Iling 
l)oar(l, one hunrlred and sixty-six cells of storage l)attery. 
eighty-three key boxes with glass key guards, nine key- 
less lK)xes, a total of ninety-two l)oxes. nine fifteen-inch 
gongs, three eight -inch gongs and three six-inch g«>ngs. 
one tapper, fifty-six miles of insulated copper wire and 
one hundred and seventy-five [)oles. 

ACCIDKXTS TO EMPLOYEES. 



Dafc 




Nairn* 


How In)urc<1 


Day* 
Lo»t 




Kfl>. 20 


J. 


A. I'arrish 


Sprainecl Ankle 


None 


N«.ne 


Kel.. 24 


(). 


L. Johns 


Cut hand at tire 


None 


None 


Mart li K 


N 


P. Neilson 


Strain 


N*>nc 


None 


M.m h 25 


W 


. M Ktis^-U 


Bn»ken Hnj^jer 


5«, 


$12 45 


M.irrlj 27 


W 


. H. Karlv 


Cut r»n Ic'jif 


None 


Ni»nc 


April 


W 


. H. kuwil 




8 dnvK 


Ih fi5 


Jmio 10 


I*. 


l.n k«)\\an 




None 


None 


(Kl..l.cr 13 


T. 


W. l!-nrv 


Nail in f<M>t 


None 


N..nc 


N*>\ fllitHT 


(' 


fl. SmuMi 


Thrn\\n from l)orst» 


7 i}txv*» 

2(M, 


15 f*» 
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In addition to the above there was paid for doctors* 
bills and medicine one hundred and thirty-three ($133.00) 
dollars, making a total of one hundred and seventy-nine . 
dollars and ninety cents ($179.90). 

IMPROVEMENTS DURING THE YEAR. 

The high-duty pumping station was put in service 
with one pump operating on December 21st. While it is 
in no way complete as yet, it can be relied on to furnish 
several streams of water in a necessity, and is something 
that the whole city should be proud of. A wagon mannea 
with four men and carrying one thousand feet of three- 
inch hose with proper equipment was placed in service 
in connection with the high-duty service, December 21st. 
A new hose wagon was ordered, a new set of harness was 
purchased and a turret nozzle was placed on hose wagon 
number three. 

FIRES. 

The department responded to three hundred and 
thirty-one fires and alarms during the year, being eighty 
more than in nineteen hundred and eight. The Depart- 
ment has been called on to fight several fires the past year 
that have taxed its equipment and manual strength to its 
full capacity, and for the work performed on these 
occasions I have nothing but words of praise for the offi- 
cers and men. 

LARGEST FIRES OF THE YEAR. 

The first serious fire of the year was on February 24th 
at 3:30 p. m., number 16-24 West Forsyth Street, oc- 
cupied by the Florida Electric Company and several 
others. This fire had assumed such proportions that it 
had become dangerous to the surrounding property when 
the Department arrived. The fire was confined to the 
place of origin : the wall falling and the water damaged 
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some of the adjoining property. The vahic of the 
property and contents involved in this fire was: value <>f 
buildings and stocks, four hundred and twelve thousaml 
four hundred and fifty dollars; insurance three hundrctl 
and twenty-four thousand five hundred dollars f loss, 
ninety-two thousand nine hundred and twenty-three 
dollars. 

The second serious fire was on March 25, at 1 :<)5 
a. ni., 116 West Forsyth street, (Kcupied bv The H. & 
\V. B. Drew Company as a printing office, als4» by a 
billiard and pool room. This fire was confined to the two 
upper Hoors. The value of buildings and contents in- 
volved in this fire was two hundred and forty-seven 
thousand four hundred dollars: insurance two hundre<l 
and eight thousand and sixty-five dollars: loss one hun- 
dred and twenty-eight thousand four hundre<l and eighty- 
two dollars. 

The third serious fire was on October 13th at P:15 
p. m., 131-139 Bridge street, a two story brick- veneer 
building. This fire communicated to numl>ers 141 to 151 
Bridge street through a Mansard roof. The value of the 
buildings an<l contents involved at this fire was fifty-six 
thousand one hundred dollars: the insurance was thirty- 
four thousand dollars; the loss was twelve thousand five 
hnn<lre<l and fifty-six dollars. 

The fourth serious fire was on December 5th, 4:57 
a. m., at the warehouse of C. \V. Bartleson Company. 
and West-l'lynn-Harris Company, in the yanls of the 
Atlantic Coast Line Railroad. The value of building-^ 
aiKJ contents involved was one hundred and forty-eight 
thousand dollars ; the insurance was one humlred and 
twenty-nine thousand dollars; the loss was thirty-five 
thousand citiht hundred and forty-four d«)llars. 
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CAUSES OF FIRES AND ALARMS. 

Unknown 55 

Sparks from chimneys 48 

Grass burning 30 

False alarms 19 

Trash burning 17 

Defective flues 15 

Kerosene lamps 14 

Carelessness with gasoline 12 

Out of city 11 

Chimney burning out 7 

Supposed incendiary 7 

Defective hearth 7 

Oil stoves 6 

Gasoline stoves 4 

From furnace 4 

Electric wires 4 

Carelessness with matches 4 

Electric lights 4 

Sparks from locomotives 3 

Rags burning 3 

From fireplace 3 

From stove 3 

Overheated ovens 3 

Fire pots 3 

Smoking in bed 3 

Cigarettes 3 

Incendiary 2 

Defective chimneys 2 

Defective fireplace 2 

Sparks from wash-pot fire 2 

Sparks from stove 2 

Children with matches 2 

Smoking stoves 2 

Ashes in wood 2 

Coals from stoves 2 

Overheated hand iron 2 
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Sixmtaneous combustion 2 

From stovepipe hole 

Smoking flue 

Electric smoothing iron 

Burning trash in fireplace 

Hot shaft-lK)x 

Water tank falling through building 

Children playing with fire 

Spark from trash fire 

Oil burning 

From grass-fire 

From range 

Leaking gas pipe 

Tree burning 

From pile driver 

Telegraph jK)le 

( )verheated stove 

Pa])er burning in flue 

Total 331 

The alarms were received as follows: 

B( tx alanns it »S 

Telephone alarms l<»i 

Still or verbal alarms 2<1 

Western L'nion Telegraph Comj>any 1 

331 

(,i:xi:k.\l statistics as to fikf lossfs 



Pruportv Dtrctth Involvotl Acfual I^t%*^« 

Valiio Insuruncc 



l*Tnprrty In^uritmr 



C<.mi-n!s 1.4(M».()?>() l.(nM/AS5 243.755 237.S<«» 

Totals $J.fM:>.3lO $:\.>24.4HO J344,5«iti W.'M.433 
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In conclusion I desire to thank the officers and mem- 
bers of this Department for the faithful manner in which 
they have performed their duties, for to them a large 
amount of the credit is due for the efficient work of this 
department during the year. 

To your honorable body I wish to extend my thanks 
for the many kindnesses shown me since my connection 
with this Department. 

Respectfully submitted, 

T. W. Haney, 

Chief Fire Department. 



FIRE DEPARTMENT INVENTORY. 

December 31st, 1909. 

Fire stations (6) land and buildings $ 64,400.00 

Equipments, furnishings, etc 43,200.00 

Fire Alarm System 19,742.00 

Total . . . . ! $127,342.00 
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POLICE DEPARTMENT REPORT. 



Jacksonville, Fla.. December 31, 19(W. 

To the Mayor and Board of Bond Trustees of the City 
of JaeksonvUh\ Florida. 

Sirs: 

I herewith submit the annual reix)rt and statistic^ 
of the PoHce Department for the year 1909, being^ the 
eleventh re|K)rt since the present administrative Board 
was empowered to act and the thirteenth rei)ort since I 
became Chief. 

To any one interested in the subject the statistics 
sj)eak for themselves and afford an opiK)rtunity of com- 
paring; the totals for 19()9 with those of the j>asl eijjht 
years. 

It is with pleasure that I wi.sh to call your attention 
to the splendid discipline maintained by the Departmeni 
(hiring the year just ending. During the whole year 
there was not a charge grave enough against any memlnrr 
to cause him to be brought to trial before the Board. TIun 
speaks well for the iK'havior of the men. and together 
with the numl)er of imiK)rtant arrests made and the large 
amount of lost and stolen property recovered and restore<l 
to owners through the efforts of the men shows the 
vigilance and strict attention to duty which has charac- 
terized the members of tlie De|)artment during the year 
lOiK). 

Tlie rapid growth of our city is a subject of general 
remark. In the suburbs, wliere a few years ago there wa^ 
notliing but vacant lots, there are now many ami co^^tly 
dw el Hugs wlinse owners are constantly calling for l)etter 
ter |)olice protection. In order to have the city projierly 
patrolcd more men are needed. The rapidly increasing 
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population, the growth of industries formerly unknown 
amongst us, and the ever increasing valuation of property 
all demand an increase in the number of the Police 
Department. I respectfully ask that in the next budget, 
an appropriation be made for additional men for the force. 

I desire to thank his Honor, the Mayor, for the 
uniform kindness and courtesy shown towards the Depart- 
ment during the year. I also desire to thank the Hon- 
orable Judge of the Municipal Court for the stand that 
he has taken in aiding the Police to suppress disorder and 
for his courteous treatment of the men. 

To the members of the City Council are due the thanks 
of the Department for their liberality in allowing us a 
fair appropriation in the budget to carry on the work of 
the Department. 

To your Honorable body belong the thanks of the 
whole Police Force for your efforts to provide for the wel- 
fare and comfort of the men, as well as to bring our 
Department to as high a standard of efficiency as pos- 
sible, and on my own part I wish to thank you for your 
uniform kindness and courtesy toward me during the 
year just finished. 

Respectfully submitted, 

William D. Vinzant, 

Chief of Police. 
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POLICE DEPARTMENT IXVEXTORY. 

Df.ckmber 31, 1909. 

Police Station, land $45,0a).00 

Police Station. huildinRs to date (cost) 28,917.(H--$73.917 1>4 

Electric System, 36 lK)xes at $150.00 each $ 5,400.00 

Electric System, switchlK)ard. etc 2,400.00 

Electric System, 61!^^ miles copper wire 2,035.50 

Electric System, installation 897.33— 10.73183 

24 horses at $150.00 each $ 3,600.00 

Saddles, hridles. halters, hlankets and vari- 
ous equipments 738.00 

Three patrol wagons 1,100.00 

I larness, stretchers, etc 275.00 

\VaKo?i, cart, ladders tooK and sundries in 

outhouses 154.00— 5,867 «■"» 

KiHes and revolvers $ 1,945.19 

Anummition, l)elts. holsters, etc 644.45 

Manuals, cluhs, whistles, hadges, flashlights 

and e(|uipme?its 975.18— 3.5M 82 

I'urniture and sundry articles in various rooms 

on first floor $ 384.10 

I'urniture and essentials in various rooms on 

second floor 2,316.30 

I'iniiier print and Hertillon Systems, instruments 

and furniture 283.40- 2,<>83H»l 

kiH«»rd hooks for ten years $ 1,16270 

T> pewrilrr 100.00 

Mimeograph 30.00 

iH-riillon S\stem lK)ok 4.50 

3 Vn\uv l^lotters 9W 

1 (it) Directory 50l»- I^MI2»t 

Total $W.37r»*iO 
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CHARGES AGAINST PRISONERS— YEAR 1909. 

Assault with intent to kill 70 

Assault 1 

Assault and battery 12 

Asleep on the street 14 

Aiding in the escape of a criminal 3 

Aggravated assault 6 

Adultery 12 

Assault with intent to commit rape 2 

Annoying travelers at the depot 8 

Aiding prisoner to escape 1 

Arson 4 

Attempt to break and enter 2 

Accessory to murder 1 

Bigamy 2 

Breaking and entering 62 

Begging on the street 7 

Breaking glass on the street 4 

Breaking and entering and larceny 2 

Building a fence without a permit 2 

Bastardy 4 

Burglary 1 

Beating his way on a railroad train 1 

Carrying a concealed weapon 56 

Carrying a concealed weapon and larceny 1 

Carrying a concealed weapon and resisting arrest 4 

Cruelty to animals 39 

Contempt of Court 14 

Committing a nuisance 4 

Careless and reckless driving 23 

Common drunkard 10 

Careless and reckless running of an automobile 10 

Careless and reckless bicycle riding 2 

Capias 1 

Cheating and swindling 2 

Conspiracy 1 

Careless and reckless handling of firearms 1 

Compounding a felony 1 

Discharging firearms in the city limits 25 

Doing business without license 44 

Disposing of leased property 1 

Deserter from U. S. Army 6 

Draying without license 6 

Disposing of mortgaged property 1 
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Desertion 1 

Driving over Fire Department hose 4 

Disorderly conduct .5*4 

Disorderly conduct by fighting 5K2 

Disorderly conduct by fighting and using profane language I^ 

Disorderly conduct by fighting and throwing brickbats J^ 

Disorderiy conduct and resisting arrest \^ 

Disorderly conduct by using profane language ^ 

Disorderly conduct and carrying a concealed weapon 5 

Disorderly conc)uct and vagrancy 3 

Disorderly conduct by fighting and resisting arrest 3 

Disorderly conduct by breaking a street lamp 1 

Disorderly conduct by tearing up sidewalk I 

Disorderly conduct by using profane, threatening and obscene 

language and vagrancy 3 

Disorderly conduct and suspicious character 1 

Drunk and asleep 4tff 

Drunk and asleep and carrying a concealed weapon 14 

Drunk and asleep and obstructing the street 1 

Drunk and asleep and vagrancy 2 

Drunk and asleep and resisting arrest I 

Drunk and asleep and escape from city jail 1 

Drunk and disorderly I,ll23 

Drunk and disorderly and resisting arrest 24 

Drunk and disorderly and using profane language JW 

Drunk and disorderly and fighting 97 

Drunk and disorderly and using profane and threatening 

language 2 

Dniiik a?id disorderly and keeper of a gambling house I 

Drunk and disorderly and vagrancy l^ 

Drunk and disorderly and begging on the street 1*^ 

Drunk and disorderly and throwing brick bats H 

Drunk an«l disorderly, using profane language and fighting. ... 13 
Drunk and disorderly, using profane language and re^'iNting 

arr<st 21 

Drunk and disorderly, nsiiig profane, obscene and threatening 

laiivruaut' 4 

Drunk and disorderly and carr>ing a concealed weapofi 34 

Drunk and disordorly and su>picions character U 

Drunk aiul clisordtrlN and refuNiii^; to pay hack fare 2S 

Drunk ami <h><»rdcrly and K-aNUig ttani unliitclicd on the street I 

Drunk and «lisord<rI\ and nidcctiit exposure of person 15 

Drunk and (Iisordrrly. JiulitniK. nsiij^» profane language and 

ih^i hark'Mik' firearms 2 

mnk. <li>ord« rl\. earrvniK a coiuealed weapon and rcMstnjg 

arrest 3 



i 
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Drunk, disorderly and breaking glass on the street 1 

Drunk, disorderly and cruelty to animals 2 

Drunk, disorderly, using profane language and interfering 

with an officer 2 

Drunk, disorderly, fighting and carrying a concealed weapon.. 1 

Drunk, disorderly and interfering with an officer 5 

Drunk, disorderly, fighting and resisting arrest 6 

Drunk, disorderly and obstructing the street 1 

Drunk, disordely and fast driving 1 

Drunk, disorderly, using profane language and resisting arrest. 1 

Drunk, disorderly and doing business without license 1 

Drunk, disorderly, using profane language, fighting and resist- 
ing arrest 1 

Drunk, disorderly, careless running of an automobile and carry- 
ing a concealed weapon 1 

Drunk, disorderly and discharging firearms in the city limits.. 3 

Drunk, disorderly and committing a nuisance 3 

Drunk, disorderly, using profane language and carrying a con- 
cealed weapon 2 

Drunk, disorderly and obstructing the sidewalk 2 

Drunk, disorderly and escape from city jail 6 

Drunk, disorderly and using obscene language -. . . 1 

Drunk and disorderly and inmate of a disorderly house 4 

Drunk, disorderly, using profane language and obstructing the 

sidewalk 1 

Drunk, disorderly and overcharging a passenger 1 

Drunk, disorderly and impersonating an officer 1 

Drunk, disorderly and soliciting on the street 1 

Drunk, disorderly and reckless driving 1 

Drunk, disorderly and refusing to haul a passenger 1 

Drunk, disorderly and violating the license law 1 

Engaging in a game of chance 355 

Embezzlement 25 

Escaped convict 18 

Escaped from city jail 16 

Escaped from Reform School 2 

Erecting a sign without a permit 1 

Entering a building 1 

Entering a building to commit a misdemeanor 1 

Forgery 10 

Forgery and larceny 1 

Fighting and carrying a concealed weapon 1 

Fighting and using profane language 27 

Fighting and selHng liquor on Sunday 1 

Fighting and throwing brickbats 3 
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Fighting and resisting arrest 2 

Fast and reckless driving 28 

Fast and reckless bicycle riding 6 

F'ast and reckless running of an automobile M 

Fast and reckless riding I 

F'umishing liquor to a minor I 

F^ornication 1 

F'alse pretenses 5 

Grand larceny 4r> 

Grand larceny and breaking and entering 1 

(lambling 4 

Giving short weight in selling ice I 

Hauling sand from the street 3 

Having carnal intercourse with an unmarried female under 18 

years old 3 

Hitching horse to lamp post 2 

Inmate of a disorderly house 1«> 

Inmate of a disorderly house and using profane language.... 18 

Inmate of a disorderly house and engaging in a game of chiincc ^2 

Inmate of a disorderly house and fighting *) 

Inmate of a disorderly house and drunk 3 

Inmate of a disorderly house, drunk and fighting 7 

Inmate of a gambling house 4 

Inmate of a gambling house and engaging in a game of chance 88 

Interferifig with an officer in the discharge of his duty 22 

l?usanity 14 

Indecent exposure of person Ift 

Illegal liquor selling 7 

Installing electric wires without a permit I 

IniprofKT exhibition of a deadly weapon 1 

Interfering with the dog catcher 1 

KtHper of a (1i^o^de^Iy house 44 

Keeper of a disorderly bouse and lighting 2 

Keeper of a disorderly bc»use and selling liquor on Sunday.. 1 

Keeper of a disor^lerlv house and engaging in a game of chance *> 

Keeper of a lii^orderly bouse and using profane language. . . 5 

Keeper of a diM)r(lerly bouse and drunk and disorderly 3 

Keeper of a K.nnhbuK house 4 

Keefter of a K.inil>ling bouse and en^aKing in a game of chance 1^ 
Keepmvt npfii on SuihI.jv place of business where liquor i% sold 

and scIIniK Ii<|iior on Sundity 3 

Keepnuij place of l)Usniess open on Sunday ** 

I-*ircen> 435 

l-in en> after trust - 

I-e.i\riK ttarn unbucbed on tbc street 21 
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Leavinfftearn unhitched on the street and annoying travelers 



DECEM 



ONS ARRESI 



MC 



AND Color 



Ue 



•S2 



January 
February 
March 
April . . 
May .. 
June . . 
July .. 
August _ 

September 4 
October — (3 
November . tj 
December .^3 

-i- 



Totals 



't 



Totals^ 



Totals; 



Totals J2 



Totals J3 



Totals \^ 



Totals ^ 



Totals ^ 



Totals 1) 



I 



Coloreq 
Males 



293 
247 
199 
228 
287 
264 
331 
353 
350 
314 
297 
272 



3,435 



3,354 



3,131 



2,482 



2,028 



2,029 



2,049 



2.705 



3,022 



Using profane language and obstructing the sidewalk. 
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Fighting and resisting arrest. 
P'ast and reckless 



J 

f 

f 

f 

ft 

ft 

Jt 
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Leaving team unhitched on the street and annoying travelers 

at Depot 4 

Murder 27 

Maintaining a nuisance 2 

Obstructing the sidewalk 38 

Obstructing the sidewalk and vagrancy 1 

Obstructing the street 69 

Obstructing the street and annoying travelers at Depot 20 

Obstructing the street and resisting arrest 2 

Obstructing the street and using profane language 1 

Obtaining money under false pretenses 16 

Obtaining goods under false pretenses 3 

Passing worthless checks 3 

Passing worthless money 1 

Peddling without license 23 

Peddling fish 1 

Peddling on Sunday 2 

Peace Warrant 3 

Perjury 1 

Rape 3 

Reckless driving 1 

Refusing to take passengers in hack 3 

Receiving stolen goods 15 

Robbery 5 

Running an automobile in excess of the speed limit 31 

Refusing to haul load on dray 1 

Riding a bicycle on the sidewalk 8 

Runaway boy 1 

Refusing to pay dray hire 1 

Ringing in a false alarm of fire 1 

Refusing to pay hack fare 7 

Refusing to weigh ice 1 

Suspicious character 346 

Suspicious character and carrying a concealed weapon 4 

Suspicious character and vagrancy 14 

Suspicious character and resisting arrest 2 

Soliciting on the street 1 

Selling groceries on Sunday 15 

Selling liquor on Sunday 13 

Seduction 1 

Using profane language 141 

Using profane language and careless driving 1 

Using profane language and carrying a concealed weapon 4 

Using profane language and breaking windows 3 

Using profane language and obstructing the sidewalk 1 
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Using profane language and throwing brickbats 3 

Using profane language and vagrancy I 

Using profane language and fighting 5^ 

Using profane language and interfering with an officer I 

Using profane language and resisting arrest 4 

Using profane and threatening language 13 

Using profane and obscene language 30 

Using profane and abusive language 34 

Using profane and obscene language and indecent exposure of 

person 2 

Using profane and abusive language and refusing to pay hack 

fare 1 

Using a horse without the consent of the owner 1 

Using a vehicle without the consent of the owner 2 

Violating the pool room ordinance 11 

Violating the hack ordinance 3* 

Violating the building ordinance 3 

Violating the health ordinance 17 

Violating the tire ordinance 1 

Violating the barber ordinance 1 

Violating the sign ordinance 1 

Violating the traffic ordinance ^ 

Violating the I)ispen.sar>' Law 1 

Violating the State Fishery Law 1 

Vagrancy 4*fc 

Vagrancy and engaging in a game of chance 1 

Vagrancy and carrying a concealed weapon 4 

Wife desertion 1 

Total numln-r of charge^, 19t)9 6^»11 
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AUDITOR'S REPORT. 



Jacksonville, Fla., December 31, 1909. 

To the Board of Trtistees for the Waterworks and 
Improvement Bonds of the City of Jacksonville, 

Gentlemen : 

Herewith I beg to submit for your consideration the 
financial statements for the year 1909 of the departments 
under your control. 

There has been no change during the year in the 
amount ($1,768,000.00) of outstanding city bonds the 
interest on which, being at five per cent., amounted to 
$88,400.00, payable semi-annually. 

The interest paid during the year amounted to 
$86,925.00, making a total of $885,540.83 paid to this 
date on these bonds, and leaving $9,825.00 of interest 
due, the coupons for which have not been presented to 
the City Treasurer for payment. 

The financial statements of the waterworks and the 
electric plant as presented in the following pages show in 
each case a substantial increase in earnings, together with 
considerable decrease in operating expenses, for the year 
1909 over the previous year. The new system of keep- 
ing the accounts of these departments, adopted a year 
ago, has been found very satisfactory. 
Respectfully submitted, 

J. EvARTs Merrill, 

Auditor, 
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STATEMEXT OF IXTEREST COUPOX ACCOUXT. 
Coupons Paid During the Year Ending December 31, 1909 

Series No. 28, due May 15th. 1908— 

From $1,000 bonds, Xos. 98, 501 to 503, being 4 at 

$25.00 each $ KIMU 

Series Xo. 28, due May 15th, 190ft— 

From $500 bonds, Xos. 1016, 1017, 1062 and 1063. 

being 4 at $12.50 each 50t«» 

Series No. 29, due Xovember 15th, 1908 — 

From $1,000 bonds, Xos. 19. 62, 68 to 74. 98, 172, 188, 
189, 191, 223, 229 to 231, 250 to 260, 272, 274 to 
277, 280. 281. 312 to 314. 316, 317. 319, 320. 322 to 
324. 333. 334, 376 to 380, 383. 386 to 389, 3%, 399. 
400. 403 to 406, 408 to 415. 459 to 470, 474, 492. 494, 
495. 499 to 503. 507 to 509, 511, 512, 519, 520, 522. 
523. 537. 544 to 546. 552 to 556. 572 to 576. 585. 591 
to mi 602 to (i)6, 608. (09, 613 to 616. 618 to 622. 
(y33 to 636. 643 to 645. 653. 654, 656, 657. 659. 664. 
my to 6^)8, 670 to 674, 682 to 685, 687. 689, 692. 
693. 099 to 701, 705. 708 to 712, 752, 753, 755 to 
757, 815 to 817, 824, 846, 847, 853, 859, 860 and 876. 
JHfinK 197 at $25.(X) each 4.925 (»♦ 

Series Xo. 29, due Xoveml)er 15th, 1908 — 

From $5(X) lK)nds. Xos. 902, 906, 907, 909, 910, 914 to 
916. 934 to 940, 952 to 954, 970, 977, 991, 992, 1016 
to 1018, 1043 to K^), 1058, 1062 to 1065, 1081. 1083. 
1084, 1088 and 1089. l>eing 39 at $12.50 each 487 >« 

Scries Xo. 14. due Xovember 15th, 1908 — 

From $1.0(10 bonds. Xos. 3H to 50, 61, 63. 161. 212. 227. 
229, 230. 256 to 258. 2f)5. 271 to 275, 289 to 300, 312, 
317 to 324. 326 to 329, 336. 337, 340, 341. 344. MiS, 
M/K 371. 372, 3iVy, 388 to 392, l)eing 69 at $25.00 
each 1.725 U) 

Scries Xo. 5. <hic July 1. 1908 — 

From $1.0(X) UuuU, Xos. 88. 91 to 93. 129, 132, 208 
to 210. 212 tr) 218. 23) and 377, Ikmur 18 at $25.00 
eath 45<MIH 

Scries Xo. M), due May 15th. 1<;09— 

From Sl.UKJ bonds Xos. 1 to 126, 128 t(» 178. 180 to 
XM, 38/. to 45<». 458 to SM). 532 to (M, (42 to 650. 
t^S2 to 724. 72h to 876, beinu 8^*8 at $25 U) each. . . 21Jilini) 

Series X*r M). due May 15lh, F^f>— 

IroMi ?5<«0 boTHl^. Xns <M)\ to tJ(V>. 9(18 to 912. 914 to 
92\. M23 t.. 'f'e, *^>8 to \{f>2. UviuK 184 M $12.50 
e.i.h 2.3*I»U» 
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Series No. 31, due November 15th, 1909 — 

From $1,000 bonds, Nos. 1 to 17, 19 to 55, 58 to 61, 
63 to 111, 117 to 126, 128 to 178, 180 to 196, 198 to 
222, 224 to 230, 232 to 249, 255 to 259, 261 to 265, 
267 to 299, 301 to 311, 315, 318, 321, 325 to 378, 
381, 382, 384, 386, 3S7. 390 to 395, 397, 398, 401, 402, 
407, 421 to 456, 458, 471, 472, 474 to 480, 483 to 497, 
499, 500, 504 to 506, 509 to 518, 521, 524 to 530, 
532 to 536, 538 to 540, 547 to 571, 577 to 584, 586 
to 590, 601 to 607, 610. 617, 626 to 639, 641, 647. 
649, 650, 652, 655, 658 to 664, 669, 675 to 681, 686, 
688, 690, 691, 695 to 698, 703 to 707, 712, 714 to 729, 
746 to 751, 753, 811 to 813, 818 to 821, 823 to 831, 
834 to 845, 847 to 875, being 630 at $25.00 each. . 15.750.00 

Series No. 31, due November 15th, 1909 — 

From $500 bonds. Nos. 901, 902, 905, 906, 908, 911, 912, 
914 to 921, 923 to 933, 941 to 952, 9^ to 969, 971 
to 976, 978 to 990, 998 to 1017, 1019, 1021 to 1024, 
1026 to 1032, 1034, 1037 to 1039, 1041, 1042, 1047, 
1048, 1056 to 1058, 1060, 1061, 1066 to 1071, 1082 to 
1089, 1091 and 1092, being 125 at $12.50 each 1,562.50 

Series No. 15, due May 15th, 1909— 

From $1,000 bonds, Nos. 1 to 330, 333 to 400, being 398 

at $25.00 each 9,950.00 

Series No. 16, due November 15th, 1909— 

From $1,000 bonds, Nos. 1 to 37, 51 to 62, 64 to 115, 
121, 122, 128 to 139, 141 to 160, 162 to 168, 171 
to 211, 213 to 221, 227. 229 to 256, 259 to 261, 266 
to 270, 272, 274, 276 to 288, 301 to 312, 314 to 316, 
318 to 321, 325, 330, 333 to 335, 338, 339, 341 to 
343, 345 to 365, 367 to 385, 387, 393 to 400, being 
322 at $25.00 each 8,050.00 

Series No. 6, due January 1, 1909 — 

From $1,000 bonds, Nos. 1 to 400, being 400 at $25.00 

each 10,000.00 

Series No. 7, due July 1, 1909 — 

From $1,000 bonds, Nos. 1 to 302. 307 to 357, 359 to 

400, being 395 at $25.00 each 9,875.00 

Total interest paid during the year 1909 $ 86.925.00 

Total interest paid to December 31, 1908 798,615.83 

Aggregate interest paid to December 31, 1909 $885,540.83 
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Le.\VIN'G GjL'POXS DtE AND OlTSTAXDING DECEMBER 31. \^V, H T 

NOT Presented fo« Payment, as Foixows: 

Series No. 21, dee November 15th, 19(Vi— 

From $1,000 bonds, Nos. 128 to 137. being 10 at $25.00 

each $ 25iUV 

Series No. 25, dne November 15th. 1906 — 

From $1,000 bonds. No. 531, being 1 at $25.00 25 til 

Series No. 26, due May 15th. 1907— 

From $1,000 bonds, Nos. 385 and 531. being 2 at $25 00 

each 3*) (■> 

Series No. 27, due Novemfnrr 15th. 1907 — 

From $1,000 bonds. No. 531, l>eing 1 at $25.00 25 'O 

Series No. 28. due May 15th. 1908— 

From $l,aK) bonds, Nos. 385 and 531. being 2 at $25.00 

each 5<HIJ 

Series No. 29. due November 15th, 1908— 

From $1,000 JK)nds, Nos. 127, 315. 385 and 531. being 

4 at $25iX) each ItiMl) 

Series No. 29, due November 15th, 1908 — 

From $500 bonds, Nos. 993 to 997. being 5 at $12.50 

each ft2 SO 

Scries No. 14, due November 15th, 1908 — 

From $1,000 bonds, Nos. 367 and 368, being 2 at 

$25.00 each 5*»»« 

Scries No. 30. due May 15th, 1909— 

From $1.(X)0 Urnds. Nos. 127. 179. 385, 531. 641 and 

725, being 6 at $25.00 each 15<»">» 

Series No. 30. due May 15th, \9i¥)— 

From $500 lunuis, Nos. 907. 913, ^22, 993 to 997, being 

8 at $12.50 each 10l)U» 

Series No. 31, due NovemlKT 15th, 1909 — 

From $\,m) bonds, Nos. 18, 56, 57. 62. 112 to 116. 
127, 179, 197, 223, 231. 250 to 254. 2fi\ 2iA 300. 312 
to 314. 316. 317, 319. 33), 322 to 324, 379, 380, 383, 
385. 388, 3ii^, 39r>, 399. 400. 403 in 40f), 408 to 420, 
45*> to 470. 473. 481, 482. 4<>8, 501 to 503, 507, 
5<»8. 519. 520. 522. 523. 531. 537, 541 to 546, 572 to 
5;(>. 585. 591 to tW, UW. (W, Ml to 616, 618 to 625, 
(>4(i. M2 to tA(}, (AH, U53, r»54. o5<». 657, ()65 to 668, 
fi7() to 674. t^2 to f>85, eiS;, (>8<>. (/)2 to 694. ft99 
!o 702. 7(W to 711. 713, 730 to 745, 752, 754 to 810. 
814 to 817, H12, KU X33. Wf» and 870. iK-ing 244 at 
5J5U) cib Mumi 
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Series No. 31, due November 15th, 1909— 

From $500 bonds, Nos. 903, 904, 907, 909, 910, 913, 
922, 934 to 940, 953 to 962, 970, 977, 991 to 997, 
1018, 1020, 1025, 1033, 1035, 1036, 1040, 1043 to 
1046, 1049 to 1055, 1059, 1062 to 1065, 1072 to 1081 
and 1090, being 67 at $12.50 each 837.50 

Series No. 16, due November 15th, 1909 — 

From $1,000 bonds, Nos. 3S to 50, 63, 116 to 120, 123 
to 127, 140, 161, 169, 170, 212, 222 to 226, 228, 257, 
258, 262 to 265, 271, 273, 275, 289 to 300, 313, 317, 
322 to 324, 326 to 329, 336, 337, 340, 344, 336, 386, 
388 to 392, being 76 at $25.00 each 1,900.00 

Series No. 7, due July 1, 1909— 

From $1,000 bonds, Nos. 303 to 306, and 358, being 5 

at $25.00 each 125.00 

Total amount outstanding December 31, 1909 $ 9,825.00 
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CiTv OF Jacksonville, Florida. 
MUNICIPAL WATERWORKS PLANT. 

Balance Sheet December 31, 19t)9. 

A>SETS. 

riant: 

Real estate and buildings $ 92,405 5<) 

Artesian wells, conduits and reservoirs.... 71,45799 

Steam plant 47,819 ()9 

Street mains 329,244.29 

Fire hydrants 18,848.55 

Meters 36,885.10 

TcK)ls and instruments 5,900.(X) 

Oftke furniture and fixtures 44 00 $r<l2/<»5 12 " 

Current Assets: 

Supplies % 2SS)2 

Unexpired Insurance 286 65 312 57 

Bills Receivable: 

\icoiMUs Receivable Consumers $ 430.87 

Accounts Receivable City Ordinance 1-73.. 48.07 

.\ccounts Receivable Miscellaneous 1()2.00 

Accounts Receivable Jacksonville Sewer 

1 Kpartment 125.00 

.\ccnunts Receivable Board of Public Works 1,445.72 
Accounts Receivable Jacksonville Fire 

Department 4,33).00 0,531 frf> 

Casb 32,49782 

Profits transferred to other departments... 341J04*W 

Total $W3,152 U. 

LIKBILITIhS. 

Cil> of Jacksoiniile (from City bonds)... $445,UI»t|i 

Snrj.lus rarTu-d 531J2H5*» 

Hills raynhlc: 

Accunts Payable $ 5,085.47 

Wayts l*a\.ibK- >7 81 

Uncl.iiliud \\ak;rs 15 7f) 5.4^^1^ 

IhUs Xot )\'t Due: 
\<l\aiuf F*a\inr!ils Con^itmfrs 1.434 '^2 

T.tal $<*<3.152U. 

\ipr.ttM-<! x.iliic «.I Plant Dccnnbrr 31. P^iS, $513.11343. 
•r..H.k \..hr Mf PI..I.I DrcciubiT 31, VM 
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City of Jacksonville, Florida, 
MUNICIPAL WATERWORKS PLANT. 

Statement December 31, 1909. 

Detail of Earnings for the Year igog: 

Commercial water sales $ 94,977.77 

Municipal water sales. Sewer Department 1,500.00 

Municipal water sales, Board of Public Works 1,825.32 

• Fire hydrant service (at $35.00 per hydrant) , 21,595.00 

Total $119,898.09 

Less water rates refunded 416.66 

Gross earnings $119,481.43 

Operating expenses 41,150.68 

Net earnings $ 78,330.75 

Per cent, operating expenses to gross earnings 34% 

Detail of Expenses for the Year igog: 

Cost of Supply and Pumping — 

Operating: 

Power Plant Wages $ 6,386.20 

Fuel for Power 7,851.72 

Lubricants and Waste 178.00 

Miscellaneous supplies and expenses 1,331.01 

Total operating $ 15,746.93 

Maintenance: 

Boilers $ 659.58 

Pumping engines 1,809.11 

Miscellaneous station equipment 469.25 

Buildings and fixtures 27831 

Wells, conduits and reservoirs 474.40 

Total maintenance $ 3,690.65 

Total cost of supply and pumping $ 19,437.58 
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Cost of Distribution. 

Operating: 

Operating meters $ 2,137 ->» 

Tapping expense 244 15 

Investigation of, and remed>'ing troubles (complaint 

expense) 381 15 

Miscellaneous distribution operating expenses 4,41 1 *M 

Total operating $ 7,174 44 

Maintenance: 

Mains $ 2.73X **i 

Meters l.ilro *0 

Fire hydrants 54 44 

Total maintenance $ 3J^<5^ Jr* 

Total cost of distribution $ 11,1133 T^t 

General Expenses of the Department: 

Office salaries $ 5,(t3MI» 

Printing and stationery 1341 33 

Storeroom expenses 2*^ M3 

Miscellaneous general expense and office sundries l/i32 5M 

I^-gal expense, loss and damage 105 •!» 

Insurance 3K2*** 

Care of grounds l,<>w fi8 

Total general expenses $ l(U»7V4ii 

Total all expenses of oi)erating the department $ 41.l5*»f«*< 



Digitized by VjOOQIC 



69 

City of Jacksonville, Florida, 
MUNICIPAL WATERWORKS PLANT. 



Statement December 31, 1909. 

Cash for the Year 1909. 

Receipts: 

Miscellaneous $ 1,179.12 

Tapping 2,174.00 

Customers' accounts 98,214.61 

Hydrant service 21,595.00 

From Electric Plant to use for high pressure fire mains. . 30,000.00 

Total revenue $153,162.73 

Cash on hand January 1, 1909 10,083.05 

Total $163,245.78 

Disbursements: 

Audited vouchers $100,368.03 

Water rates refunded 416.66 

Wages payable 29,955.81 

Miscellaneous 7.46 

Total expenditures $130,747.96 

Balance on hand December 31, 1909 32,497.82 

Total $163,245.78 



Reserves and Surplus for the year 1909. 

Reserves and surplus beginning of fiscal year $452,913.46 

Credits: 

Direct credits to profit and loss (in detail): 

Commercial water sales $ 94,977.77 

Municipal water sales (sewer department).. 1,500.00 

Fire hydrant service 21,595.00 

Board of Public Works 1,825.32 

Total credits $119,898.09 

Total $5^8ir55 
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Total Credits (brought foncard) . . . ^. . $57J.sn 55 

Charges: 

Pi rat charqes to profit and loss (in detail): 

Operating expenses $ 41,150.68 

\\ ater rates refunded 416 66 

.N'iscellaneous items 1571 

Total charges 4l3H3t^5 

Kcserves an<l surf)liis to date $531^23* 5** 
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City of Jacksonville, Florida, 
MUXICIPAL ELECTRIC LIGHT PLANT. 

Balance Sheet December 31, 1909. 



ASSETS. 

Plant: 

Property (cost prior to May. 1899) $141,544.84 

Real Estate and buildings 25,337 Jl 

Steam plant and electrical gen. plant 237,045.18 

Street and service installation overhead.. 54,374.79 
Street and service installation under- 
ground 4,828.31 

Arc light installation 14,251.79 

Meters and line transformer installation.. 127,429.28 

Tools and instruments 1,28820 

Uncla'^sified items 26,400.98 $ 632,5a)-58 

Current Assets: 

.Supplies $ 7,961.80 

Unexpired insurance 13>3.42 9,225.22 

Bills Receivable: 

.Accounts receivable consumers $ 35,622.04 

.\ccr)unts receivable Board of Public 

Works 9,258.63 

-Accrnints receivable Jacksonville Electric 

Co 2.832.30 

.\ccoutUs receivable miscillane»>us 86289 48,575.8*) 

Cavh 68,85805 

Profits transferrt'd to other departnicntj* 396.925.17 

Ti.tal $I.KVM184 88 



•Cost of Plant to DccrniUr 31. 19(»9 
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LIABILITIES. 

City of Jacksonville (from bonds and taxes)*. $ 171,544.84 

Reserved for depreciation 207,598.88 

Surplus earned 746,187.99 

Bills Payable: 

Accounts payable $ \A,7^7.72 

Wages payable 346.51 

Unclaimed wages 62.94 15,197.17 

Bills Not Yet Due: 

Customers deposits 15,556.00 

Total $1,156,084.88 
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City of Jacksonville, Florida, 
MUNICIPAL ELECTRIC LIGHT PLANT. 

Statement December 31, 1909. 

Detail of Earnings for the Year jgog: 

Municipal service $ 35JX>4J8 

Commercial service 286^374,92 

Gross earnings $322,0^ Jl> 

Operating expenses 143^541 01 

Net earnings $178338 19 

Other Income: 

2iy/c Jacksonville Electric Company's gross lighting 

receipts 11,276,15 

Total $189^1434 

Per cent operating expenses to gross earnings 44'^ 

Detail of Expenses for the Year igoQr 

Cost of Manufacture. 

Operating: 

Power plant wages $ 17^82 f»7 

Fuel for power 58J58U8 

Lubricants and waste (i83 55 

Miscellaneous supplies and expenses 955.61 

Tr»tal operating $ 77.979.91 

yfaintcnance: 

Boilers $ 3,171.10 

KfiKine> 2351 99 

Klfctnc plant 97831 

Misct'llaneous station equipment 2,41318 

HuiMinK*. and fixtures 784i*> 

Total maintenance $ 9/W44 

Total cost of manufarture $ 87,(i7M35 



Digitized by VjOOQIC 



75 

Cost of Distribution. 

Operating: 

Operating arc lamps $ 7,387.30 

Operating meters 1,696.21 

Renewal of incandescent lamps 2,043.21 

Miscellaneous distribution operating expenses 2,288.67 

Total operating $ 13,415.39 

Maintenance : 

Overhead system $ 7,750.46 

Arc lamps 866.05 

Meters 1,786.48 

Customers' repairs and renewals 11,195.83 

Total maintenance $ 21,598.82 

Total cost of distribution $ 35,014.21 

General Expenses of the Department: 

Salaries of general officers $ 2,100.00 

Salaries of clerks SA22.2S 

Printing and stationery 2,016.02 

Storeroom expenses 1,120.70 

Miscellaneous general expense and office sundries 3,599.24 

Legal expense, loss and damage 3.00 

Insurance 3,475.70 

Advertising 110.51 

Total general expenses $ 20,847.45 

Total all expenses of operating the department $143,541.01 
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City of Jack son VILL^:, Florida, 
MUNICIPAL ELPZCTRIC LIGHT PLWT. 

Statement December 31. 19()9. 

CASH FOR THE YEAR 1909. 

^ Receipts: 

Miscellaneous $ 1>74^ 

Customers* deposits *>^ ' • ■ ■ 

Customers* accounts 31 IJU- 7^* 

Jacksonville Electric Company 1 l.t6K J*l 

Total revenue $334.(l20lC 

Cash on hand January 1. 1909 25J5<i43 

Total $L35»>;>fltJ5 

PisburscmCHts: 

Anditcd Vouchers $ll^.f^.'^ 

Di'iK.sits refunded 5^1 *■' 

\V..m-s |.aN.d»le 51,775 15 

IVot't*; irau^tcrutl to other departments 115.t>>*'i» 

Miscellaneous f^ Jfi 

Total expenditures $J^V>i2Jl- 

r.alance on hatnl December 31. 1909 fiKA^nf 

T.»tal $.V:^JH*2? 
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City of Jacksonville, Florida, 
MUNICIPAL ELECTRIC LIGHT PLANT. 

Statement December 31, 1909. 

Reserves and Surplus for the Year 1909. 

Reserves and surplus beginning of fiscal year $601,126.35 

Credits : 

Direct credits to profit and loss (in detail) : 

Arc lighting $ 38,740.00 

Incandescent lighting 255,041.82 

Motor service 28,439.98 

Deposits applied to service accounts 832.00 

Miscellaneous items 867.26 

Other income, Jacksonville Electric Company 

209^ lighting receipts 11,276.15 

Total credits 335,197.21 

Total $936,323.56 

Charges: 

Direct charges to profit and loss (in detail): 

Operating expenses $143,541.01 

Rebates and adjustments 367.66 

Accounts carried to suspense 3,664.96 

Miscellaneous items 512.20 

Depreciation 42,049.74 

Total charges $190,135.57 

Reserves and surplus to date $746,187.99 
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TRUSTEES OF THE BOABD 
Date of Election and Length of Service. 



\Vm. B. Young Oct.. 

Thomas McMurray Oct., 

A. W. COCKRELL, Jr Oct., 

A. B. LAMPBF.LL Oct., 

Georje R. Foster Oct., 

O. L. Keene Oct., 
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B. R. Powell Jan., 
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B. F. Dillon Nov., 

Thos. W. Roby Oct., 
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Jacksonville, Florida, December 31, 1910. 

To the Mayor and the City Council of the City of 
Jacksonville, Florida. 

Gentlemen : 

Herewith I hand you the Bond Trustees' Sixteenth 
Annual Report, for the year ending December 31st, 
1910. 

For detailed statements see reports of heads of de- 
partments. 

The Municipal Power Plant, and City Water Works 
continued to show earnings during the year 1910 as 
gratifying in increase over the records of 1909 as the^ im- 
provement in 1909 showed over the business done in 
1908, which was in itself a continuation of the success- 
ful achievements of previous years. 

The gross earnings for the year 1908 of the electric 
lighting plant amounted to $283,742.24, and the operat- 
ing expenses amounted to $179,739.61; the ratio of 
operating expenses to gross receipts for the year 1908 
was 63 per cent, while for the year 1910, with the in- 
creased business, the gross receipts for the electric plant 
were $388,077.85, while the operating expenses had been 
reduced to $135,278.28, or less than 35 per cent of the 
gross receipts, as compared with 63 per cent in the year 
1908. The net earnings of the plant increased from 
$104,002.63 in the year 1908 to $252,799.57 in the year 
1910, or an increase in net earnings under the present 
management in two years of over $148,000, or 142 per 
cent gain in net earnings. 

The city has approximately five thousand customers 
at the present time, and from the indications for the next 
year's business, the net profits of this particular plant 
should be approximately $275,000. In addition to mak- 
ing all of the improvements in the plant for the past year, 
paying the city treasurer the sum of $80,000 from this 
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plant, and purchasing a site for the new plant, there was 
to the credit of the board in the hands of the city trcri^- 
urer over $120,000 on Januar\' 1. 1911, available f«»r lie 
piirjK)se of building the new plant', which is m» l)atll\ 
needed to take care of the further growth of the ciiy. 

With the net earnings of the plant for this year, it is 
entirely feasible, by using the machinery available in the 
present plant, to erect a new plant of double the ca|>;ic :\ 
of the present plant, at a more advantageous I<»catn»n i!;:"- 
ing the next year. It is the puri)ose of the Ix^ard to envt 
a piaiu which will be of such size and design as will e\tr> 
tiially develop 20,000 K. W. if desired. 

The record of this plant has l)een such that it ! as 
attracted the attention of the experts of the country, an I 
the board has had during the year, a numl)er of e\|)cr:s 
visiting the city for the pur|)ose of examining into t!:c 
management of the plant, it l)eing the only municip<il 
lighting plam in the United States which has sh<»wn sin^h 
a creditable development in earning |K>wer. 

The waterworks plant did eijually as well, and tlie net 
earnings from this plant for the year l^HO amounted t«» 
$*>3,0()6.01. Out of these ^\irnings, the city is now hav- 
ing Constructed a new reservoir, has had a new well 
(hilled and is now having an additional well drille 1. and 
made such extensions as have l)een necessary for the 
water service of the city. These improvements ha\e l>een 
u\:uW williont calling uiM)n the taxpayer to furnish a 
<l..llar in the way of ta\ati(»n for this development. In 
fact, the two plants have earned net for the City of Jack- 
v,-n\ille, (hiriiii,^ the \ear V>\i), $.U5.S(V>.48. all of windi 
has ln't-n available to reduce the rate of taxation f<»r th.e 
city, furni-h a«l<liiional iniprovcments and facilities f .' 
t'-e-^e plants, and contribute towards the welfare an«! v\>- 
b-'il'lni;^ of the city. 

\'erv irnlv \onrs. 

W. M. r»osTWiCK. Jr.. 

Clhurnum, 
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Jacksonville, Florida. 

December 31, 1910. 

To the Board of Trustees for the 
Watenvorks and Improvement 
Bonds of the City of Jacksomnlle. 

Gentlemen : 

I beg to transmit herewith for 
your consideration the oflficial re- 
ports for the year 1910 of the heads 
of the various departments of the 
City Government under your control. 
Respectfully, 

Arthur F. Perry, 

Secretary. 
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WATER DEPARTMENT REPORT. 



Jacksonville, Fla., December 31, 1910. 

To the Board of Trustees for the Waterzcorks and 
Improvement Bonds of the City of Jaeksonville, Fla. 

Gentlemen : 

I herewith submit the annual report of the operation 
of the W^aterworks, the sixteenth under this Board and 
the thirtieth since the establishment of the plant. 

The financial statement showing the earnings and the 
operating expenses for the year will be found in detail on 
subsequent pages. 

MACHINERY. 

The boilers are in good condition; the furnaces have 
been overhauled, and a number of new tubes put in. 

In August two 200 H. P. Cochran open feed-water 
heaters were installed, the position of the feed pumps 
changed and new piping put in from pumps to heaters and 
boilers. 

The pumping engines are in good condition: a few 
minor repairs were made and some new tubes put in the 
condenser of the Prescott pump. 

FUEL. 

Oil has been used for fuel during the year and has 
proven a cheap and satisfactory fuel, enabling us to meet 
the call for extra steam for fire pressure by the time the 
hose could be laid and connected to fire hydrants. The 
amount of oil used has averaged 24.98 barrels per day, 
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atid has cost us delivered in our tanks $1.08 per l)arrel nf 
42 g^allons. 

BUILDINGS. 

The pumping station is in good repair, but needs 
painting inside and out. 

SERVICES. 

Eight hundred and twenty-eight new services were 
added during the year. The total nunil>er now laid is 
8.105 ; of these 788 are out of use, leaving 7,317 in service, 

METERS. 

Eight hunched and forty-one meters were purchase* 1 
during the year: thirty-nine were condemned: 3 were 
sold. 142 are in the shop for repairs, 5,472 are in service. 

WATER TOWER. 

The water tower should be painted and the 2iVinch 
steel >;ij)ply pipe from the ground to the Ixittom of the 
tank will have to be renewed, as it is badly C(»rntded **n 

the inside. 

WATER. 

1.6()*>.4*>4.736 gallons of water were pum|K*d during 
il V past yiar. an average of 4,4()*),574 gallons |)er day. an 
i:KTta-L' o\tr la si \ear (»t (^22,^72 gallons |)er day. The 
t .tal tl«.\\ of all ilie wills on I)ecc!nl)er 31. l^>i»*> was 
4.-t'>5.3,><; L'allnns jar .lay. The new well in the jjark <tn 
Lil);Tt\ sircrt 3'i > fett s(»nth of Thelps, the contract f*»r 
wi'H'h was Ift I HI (-elwher 5tl] hist year, was compleu-d 
a-i I u r'H'l in t'» the ^n-jtli aerating basin on March ninth 
'Ml" tl«»\N '.f all ll'e MJI wdU on I'Vbruary 1st, lKM'<»re 
\\a'( r was stunk in the new well was 4.37*>.2(>') ir^llons in 
J I hoTs. 'I !u* new well inert asrd the supply Im 
5.5'''i.-4''^ ni 24 iH.urs. a irain by the new well t>f 1.211.23S 
gill.. I. s. Cn hteeniber 31. P'lO. the tl« »w of all the wells 
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was 5,173,980 gallons, showing a decrease in flow since 
March of 416,518 gallons. The continued rapid growth 
of the city demands an increased supply and the Board 
concluded to have another well sunk in Springfield Park 
some 1300 feet west of the Waterworks. Bids were 
opened on the 4th of November for a 10-inch well and 
the contract for same was awarded to the Southard 
Contracting Company of Lakeland, .Fla. The Board also 
decided to build the 3,000,000 gallon covered, reinforced- 
concrete reservoir on the south side of the Waterworks 
grounds, corner of Orange and Laura streets. Bids for 
this reservoir were opened on the 4th of October and the 
contract was awarded to the Logan Concrete & Engineer- 
ing Company of this city. 

As this city and also many others in the State are 
dependent upon the artesian waters of the State for their 
supply, there should be some laws passed looking to the 
conservation of the underground waters (as they are not 
inexhaustible as many appear to believe,) by requiring 
all those who have wells to see that they are properly 
cased so. as to prevent the escape of water into the open 
upper strata, and that all wells have valve placed at top 
of casing so that well can be shut off when not in use. 
Many wells are allowed to flow all of the time, and many 
are not properly cased, thus allowing much valuable water 
to run to \yaste. We have now put down in the available 
territory around the Waterworks about as many wells as 
it will pay to sink, as the rapid falling off in flow indicates 
that another location of considerable area should be secured 
at an early date, some distance from the present location 
where a storage reservoir of some size could be built, and 
additional wells sunk as the demands of the city require. 

The Roth pump has been of great assistance to us in 
maintaining our supply during hours of heavy draught. 
This pump has been run 593 hours during the year. As 
this pump enables us to increase our supply some seven or 
eight hundred gallons per minute, the Board concluded to 
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put in a second Roth pump in another 10-inch well. The 
pump was ordered on October 21st and will hj delivcreil 
in January. 1911, and installed in the l()-inch well at ihr 
northwest corner of the Waterworks grounds. 

HIGH PRESSURE FU^E SYSTEM. 

After some changes were made by the contractor in 
the high pressure fire pumps, a final test was made on the 
9th of Xoveml>er. The pumps when o|)erating at IH** 
pounds pressure, delivered at the hose nozzles 2.650 g:d- 
lons j)er minute, being 150 gallons more than the con- 
tract re(|uires and at 5 |>ounds greater pressure. We ha\c 
had several fires during the year, in the handling of whu'i 
the high pressure system has proved most ttTcciivc a", 1 
saved serious loss. 

The following extensions have been maile to ilie 
High Pressure Fire Mains: 8-inch on l^ura street, 
Duval street to River liulkhead, 1.522 feet; on Juba. 
Adams street to SealK)ard tracks south of Bay. ^Ui(y feet : 
on Bridge, Bay to Adams. 744 feet; on Market. Bay 
street south to St. Johns River Terminal tracks 204 feet; 
on Lil)erty street. Bay to Bulkhead, 3H4 feet; a total «»f 
3.820 feet of 8-inch mains. 

X'alves were set as follows: One f>-inch. on F. H. 
branch, Xewnan, 150 feet st)Uth of Bay. Two 8-iiKh 
\al\es were set on Laura, north and south sides of Ikiy 
street; two nn I^iura. north and south sides of Adams; 
one on Laura, sonth side of Duval; two on Julia, north 
anl snnth si<lcs of Ikiy street: one on Bridge, north side 
of l»ay : one on liridt^e south side of .\dams; one on Mar- 
ket, south side of [iay ; one on Lil>erty, south side of Iia\. 

II. P. I-IKE HYDRANTS. 

I'; re h\drants were set as follows: On Xewnan just 
n-'ith of St. bthns Ri\er Terniiiinl tracks; at N. F.. aMd 
\. W . C'»iners (»f Laura ami I'orsvth; X. F. anl X. W 



Digitized by VjOOQIC 



15 



corners of Forsyth and Julia: on Julia, east side, 100 feet 
south of Bay; N. E. corner of Forsyth and Bridge; N. E. 
corner of Bridge and Ward ; foot of Liberty, east side, 40 
feet from bulkhead; Market street, west side, 204 feet 
south of Bay; Laura, east side, 160 feet south of Bay: 
N. W. corner of Monroe and Laura. 

CAST IRON MAINS. 

Domestic System of Mains has been extended as fol- 
lows during the year 1910: 

6-INCH MAINS. 

Lemon, Roselle to Margaret 1,586 ft. 

Gilmore, Lemon to Charles 326 ft. 

Charles, Gilmore West to F. H 36 ft. 

Lydia, Copeland to Margaret 1,146 ft. 

Grape, Roselle to Goodwin 508 ft. 

Perry, Seventh to Ninth 1,440 ft. 

Rushing, Kings Road to Enterpri.se 2,494 ft. 

Third, Ionia to Clarke 290 ft. 

Dyal, Evergreen to Franklin 1,190 ft. 

Osceola, Phylis to Highway 1,324 ft. 

Liberty, R. R. Rt. of Way to Bulkhead 38 ft. 

King, Lydia to Forbes 870 ft. 

Main, Eleventh to Twelfth 336 ft. 

Forest, Winter to Magnolia 296 ft. 

Riverside Ave. King to Cherry 1,432 ft. 

Grape, Bismark Place to Lemon 253 ft. 

13,565 ft. 
8-TXCH MAINS. 

Enterprise, A. C. L. to Morgan 11^ ft. 

Kings Road, Enterprise to Magnolia 1,658 ft. 

Grape, Date to Forest Z12 ft. 

Forest, Grape to Banana 193 ft. 

2,951 ft. 
12-INCH MAINS. 
Copeland, Park to Lemon 1.015 ft. 

EXTENSION OF 12-INCH C. I. SUPPLY SYSTEM. 
Dignan Park, Hubbard to New Well on Liberty 840 ft. 
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Galvanized service mains were laid on the following 
streets during 1910: 

2-I\Cn PIPE. 
Lt)cation of Extension 

Franklin St. South of Dyal St !(•» *t 

Laura St. North of Ninth St Iln ti 

(iriffin St. West of Louisiana St Sii tt 

Lydia St. West of Barrs St 355 ft 

May St. South of I»max St ^ o ft 

Highway Ave. North of First Ave 13* ft. 

Tenth St. Eiist of Market St 3i» ft 

Van Buren St. North of 1-omc St KV» h 

Sixth St. West of Perry St 3Jn ft 

Davis St. North of Eighth St <>7 ft. 

Union St. West of Myrtle .Ave U) it 

Eighth St. West of Market St 170 ft 

Dcvinc St. Sorth of Highway Ave 2M) it 

Osceola St. North of Park St Wl ft 

Winthrop St. East of Fisher St IM) (t 

Park St. \\ est of Stockton St 4<«» ft 

Carl St. S«mth of Highway .\ve f'5 ft 

Hill St. West of Talleyrand Ave \m U 

l^iura St. South of Cottage .\ve M» ft 

\\ ahiut St. North of Ninth St lu. ft 

Hugan St. South of Caroline St 4<» ft 

ExtrKfttn Ave .North of Twelfth St 121 ft 

.M.kIjmui St .\<»rth of Second Ave >Wt ft 

l-ranklin St. North of Winthrop St Nt ft 

(Jo.Kluiii St. .North «»f Kosclle St 5J» ft 

St Johns A\e West of .Malh.ry St ?0 ft. 

Spearing St S(H'th of Jesuit- St «» It 

Wilimr St. West of .Mxrtle A\e U*) ft 

Kn.irs Ro.id Wrst of kushmu St 5>» f. 

.M.iry.iret St Nortli of I.rnioii St .^J*» ft 

.\i\r.i St Wr^t of <; Iwm St 4'^5 ft 

Kutrvpir \\e Wist ..f J. tines St 45 I ft 

l.vdii St ImM of KiMt; St INI I. 

\niorMSl \..rth of XD.rrtSt f<ii tt 

S\Mtt M I-..-t of r.iMfxr.iiHl \\f J^» ft 

(l.v.I.rd St S-1 til of Mojir.K- St l-M It 

I *.ri;ririi Ave \..T!h of Hi'r.r> St '^^ fl 

r.'. t A\e North of T! ird Ave 5^<t It 

r.i \\r South of Hf kor\ St H»t It 
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location of Extension 

Grant St. East of Franklin St 118 ft. 

Prince St. West of Myrtle Ave 40 ft. 

VVindle St. West of Rushing St 260 ft. 

Everson St. North of Third Ave 163 ft. 

Mars St. W^est of Eighth St 250 ft. 

Ida St. North of Enterprise St 300 ft. 

Johnson St. North of Stansell St 40 ft. 

DeSoto, West of Mars St 570 ft. 

Ida St. North of Beaver St 370 ft. 

Phylis St. East of Copeland St. . . , 340 ft. 

Herschell St. West of King St. . ! 468 ft. 

Blue St. North of Fourth Ave 330 ft. 

Sydney St. West of Copeland St 250 ft. 

Second St. West of Walnut St. 22 ft. 

Swift St. West of Victoria St 180 ft 

Caroline St. North of Jefferson St 460 ft. 

Georgia St. South of Ashley St 41 ft. 

Seventh St. East of Ionia St 180 ft. 

Ionia St. South of Odessa St 80 ft. 

Florida Ave. North of Grant St 220 ft. 

Florida Ave South of Oakley St 100 ft. 

William St. East of Walnut St 20 ft. 

Catherine St. South of Union St 80 ft. 

Blanche St. North of Beaver St 100 ft. 

Carl St. North of Highway Ave 250 ft. 

Jefferson St. North of Union St 140 ft. 

Jefferson St. South of Ward St 80 ft. 

Laura St. South of Tenth St 200 ft. 

Cottage Place West of Ionia St 140 ft. 

Monroe St. West of Franklin St 200 ft. 

Florida Ave. North of Odessa St 80 ft. 

Madison St. North of State St 289 ft. 

Magnolia St. North of Kings Road 180 ft. 

Lee St. South of Eighth St 280 ft. 

Oakley St. East of Fla. Ave 80 ft. 

Pearl St. South of Twelfth St 531 ft. 

Swift St. West of Parker St 160 ft. 

Tenth St. West of Main St 200 ft. 

Eagle St. and Orange St. Lane 156 ft. 

Magnolia St. North of Kings Road 875 ft. 

Cleveland St. North of Missouri St 150 ft. 

Lee St. North of Monroe St 120 ft. 

Forbes St. West of Stockton St 125 ft. 
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Location of Extension 

Grover Ave. and Everson Ave 375 ft 

Eorsyth St. S. E. Liberty St 3ft 

Stuart St. West of Wilcox St f<t ft 

Johnson St. North of Stansell St 4tx2 it 

l^)uisiana St. North of Griffin St >?*' ft 

Eaverson St. and Stuart St J ■ t ti 

Palm St. Near N. W. Roselle St Urf» ft 

Park St. W. of Barrs St -M' ft 

Illinois St. South of Victoria St ^ 2 ii 

Boulevard— Otto St. to Tenth St tit' t: 

Irene St. N. of Osceola St 35' ti 

King St. N. of Sidney St 5<«> ft 

Winthrop St. E. of Elorida Ave • l'^» tt 

King St. N. of Sidney St ***• ft 

Second St, E. of Liberty St !»■» »t 

Elm St. N. of Dora St 4«ii ft 

Total 24.i»5J ft 

t'.-INCM (}ALVANIZEI) IRON MAINS EXTENDED DlRINti 

1910. 

Caroline St. E. of Jefferson St 3K it 

Madison St. N. of Eighth St »• tt 

LilKTty St. N. of EiKhth St 1J3 ft 

IKiinis St. W. of Myrtle Ave IJ5 it. 

Post St. E oi Copcland St S12 ft 

Ward St. W. of HridKc St 3ii tt 

Mars St. S. of IjKhth St 12J tt 

Victoria St. S. of Church St t\ tt 

!• iskc St. E. of Park St S5 it 

(ivorma St. N. ii{ Bca\cr St 1^' tt 

Ad. tins St and Catlu-rmc St J«i' ft 

T..tal 1/J3<. tt 

I'i INt II (;.\IA'\.\!/M) IKON MAINS EXTENDED DfRlX*; 

H..v:.in St S of ramlnu- St I!'' tt 

J*!p''*..ii St .\ of St. lie St IlH tt 

( i d.ir St S of K.it;K- St iHt ft 

H..L'tii St S of Ciroliiu- St 4*1 It 

It.i- Ultn St \ of \\ pithrop St Nt tt 
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Location of Extension 

Gilmore St. W. of Banana St 81 ft. 

Third St. W. of Walnut St 26 ft. 

Total 635 ft. 

l-IXCH GALVANIZED IROX MAINS EXTENDED DURING 

1910. 

Johnson St. S. of State St 60 ft. 

Forest St. and Myrtle Ave 43 ft. 

Liberty St. N. of Phelps St 100 ft. 

St. Johns Ave. VV. of Willow-branch Bridge 41 ft. 

Goodwin St. Xo. 132 14 ft. 



Total 258 ft. 

FIRE HYDRANTS. 

Fire Hydrants have been set on Domestic System at 
the following named locations during the year 1910: 

Enterprise St. and East End Naval Stores Yard. 
Enterprise St. and Office of Naval Stores Yard. 
Rushing St. and Wright St. N. W. Corner. 
Rushing St. and Hicox St. N. W. Corner, 
Rushing St. and Grant St. N. W. Corner. 
Rushing St. and Morgan St. X. W. Corner. 
Dyal St. and Fisher St. S. W. Corner. 
Dyal St. and Franklin St. S. W. Corner. 
Forest St. and Banana St. X. E. Corner. 
Third St. and Clarke St. S. W. Corner. 
. Perry St. and Sixth St. N. W. Corner. 
Perry St. and Seventh St. N. W. Corner. 
Perry St. and Eighth St. X. W. Corner. 
Perry St. and Ninth St. N. W. Corner. 
Kings Road and Tyler St. S. E. Corner. 
Forest St. and Grape St. N. VV. Corner. 
Kings Road and Pierce St. S. E. Corner. 
Kings Road and Pine St. S. E. Corner. 
Kings Road and Magnolia St. S. E. Corner. 
Osceola St. and Phylis St. X. E. Corner. 
Osceola St. and Irene St. X. E. Corner. 
Osceola St. and Highway Ave. N. E. Corner. 
Riverside Ave and Angle West of King St. South Side. 
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kivcrsifle Ave and James St. S. \V. Comer. 
I^num St. anrl Gilmore St. \. EL Comer. 
r^mon St. and Margaret St. N. E. Comer, 
r.ydia St. and Copeland St. S. E. Comer. 
Lydia St. and C^mdwin St. S. E. Comer. 
Ly<lia St. and Margaret St. S. E. Comer. 
Main St. and 12th St. S. E. Corner, 
(irapf St. and Margaret St. S. E. Comer. 
King St. and Forlws St. S. E Comer. 
King St. and F'ost St. S. E. Corner. 

'I'hc following (late Valves were set during- 191' »: 

f>-r.\cn rx)MESTic system. 

Lrninn St. \r»rth Side (iilmore St. 
(iilniorr St I'.Asl Side Ixmon St. 
IVrrv St N(.rth Side Eighth St. 
fVrr> St Smith Side Eighth St. 
Ih.il St l-'a-nt Si<le Evergreen Ave. 
K^^hillK St North Sifle fuitorprise St. 
KlJ^l^lIlK St. Sonth Side Kings Road. 
Thiril St l";ist Side Ionia St. 
OMti.la St. .\nrth Side Rosdlc St. 
Ovt.nl.i St Sotith Sifli' Highway St. 
Kniv: ^t \i>Tth Side Lydia St. 
\1 nil St North Sidt* l-'.lrxcnth St 
I or* ^t St West Side M.i«n<»lia St. 
W.ilnn! St South Side .Nmth St. 
Sfit . \ St l-.iHt Side King St. 
I ..jIm ■, St l*.l^t Siilr KlI'W St 

\<i.iit.. St l-.iM ShK- (Vd.-ir St, (Reset) Renewed 
|)n\.il St I ..st ShK Cedar St, (Reset) 
N'Miir... S| I ,.t Si«le Cedar St, (Reset) 
I \<lt I Si la^t Siflr (*..| .land St 
I \.lia SI W . -t Sid. ( ..|Mland St 
I . 'UMi, St I ., I Si.lr ( ..|..-IatM| St 
I - mi.il St \\ r^t Sidt ( ..;.» I.itid St. 
Siih . V Sf I ,, t Sidf ( ..;)» I.iiid St 

Sj.l' r\ St W , vt S,.l, ('M|,il.i!ld Si. 
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8-INCH DOMESTIC SYSTEM. 

Evergreen Ave. South Side Dyal St. 
Enterprise St. West Side A. C. L. R. R. 
Kings Road, West Side Rushing St. 
Grape St. North Side Date St. 
Bismark Place, North Side Forest St. 
Highway Ave. East Side Osceola St. 
Eighth St. West Side Boulevard. 
Liberty St. North Side Bay. 
Enterprise St. West Side Rushing St. 

10-INCH DOMESTIC SYSTEM. 

Bay St. East Side Newnan St. 
Bay St. West Side Newnan St. 

12-INCH DOMESTIC SYSTEM. 

Copeland St. South Side Sidney St. 

12-INCH SUPPLY SYSTEM. 

Dignan Park East Side Market St. 
Dignan Park West Side Liberty St. 

Total Valves set ( 36 ) thirty-six 

Total Valves reset (3) three 

Respectfully submitted, 

R. N. Ellis. 

Superintendent. 
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WATERWORKS STATISTICS 
Rkport of 1910. 

Plant U:\U in 1879-80. 

()w\n(\ by the city. 

Pr^-^rrit vahiatinn, $627,687.62. 

Sofrrr of •♦rpply. flowing artesian wtll--.. 

Mr;<I(' f>f Hupply, direct pumping and to water t*twcr 

PUMPING. 

Ituilders of pttmps, H. R. Worthington and Fred M Prc-c •: 
Strain Pntnp Company. 

Iluildrrs of IioiliTH, HalK-ock & Wilcox, 
ll rl \}*srf\, crude oil. 

Oil con^rrnrd. averaKc per da>, 24.98 barrels. 
Intal Kall(MH pumped. \,(WA94J3(}. 
Awrmiv dviiamic head, 150 feet. 

Ni:mbrr of gallons pumped per barrel of oil, 176.46"» 
Cost of prmping based on pumping station expense*. $\^JS^ >1 
iVr luillton gallons ptimped. $12.27. 
iVr million gallons raised 100 feet high, $8.18. 

CONSUMPTION. 

Poprl.ilion U S Census, 57/i^^^. 
'I Ml,, I n.dlo.w snpplie<l, \.(if).4<H.7M} 
\\ir.u't t\A\\\ c<»iisiiinption. 4.40'>.574. 
<i.iIlMri. |ir d.i> |(» t arh iiilial»itant, 7642. 
ti.tllMti |M r t\.i\ to eai li serxiee, (i)2.(h 

DISTRIIIUTION. 

M iPts « .1 >t irrtti 

Si,< . 4 null lo 2U nui). 

I^ImmI,.! ilrtiiM-^tir s\ ^ttin, I7,5.M feet 

I <«t.il ui \i-* . <j7 70/ milt s 

llt/li |ir< -IT* v\ --t* rn niatiT.. H itn h to 20-inch. 

I M. 1..I. .1 II r in.iiiis. .V.^'Jtt flit 

I ..t i! ui u « . 4 J*'S nui«s 

I in h\<lr.iiit- .MMid to <!<niu^tu* s> >t<*ni, ^ 

\'iinlitr III ii'-f M tln^ d.ili. <*72 

I ir. !'%.Ir,.Mt^ .i<M..I t.. M P swtt ,ii. 12. 

N'Mi'"' r in 'i^« .It il'i^ d.itt . S*) 

MmJj LMtt s .i.l.'i.l to (I.MMi -In -^S sttin. ^'K 

.\i iiiK* r n r^«* .it ll i^ d il< . 5''1 
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Stop gates added to high pressure system, 13. 
Stop gates in use on H. P. system, 55. 
Pressure, domestic, 62 pounds. 
Pressure, domestic system for fire, 100 pounds. 
Pressure, high pressure system for fire, 175 pounds. 

SERVICES. 

Materials, galvanized iron and lead. 

Services added, 820. 

Number in use, 7,317. 

Meters, added, 921. 

Number in use, 5,472. 

Per centage of services metered, 74.7. 

Size and length of domestic distributing mains: 

4-inch 10,738 feet. 

6-inch 240,131 feet. 

8-inch 45,540 feet. 

10-inch 28.937 feet. 

12-inch 8,545 feet. 

14-inch 6,442 feet. 

16-inch 9,253 feet. 

20-inch 7,908 feet. 

Total 357,494 feet, equal 67.707 miles. 

Size and length of high pressure fire mains: 

20-inch 838.5 feet. 

16-inch 3,640.5 feet. 

12-inch 11,2700 feet. 

8-inch 6,945.0 feet. 

Total 22,694.0 feet, equal 4.298 miles. 
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SEWER DEPARTMENT REPORT. 



Jacksonville, Fla., December 31, 1910. 

To the Trustees for the Watenvorks and Improvement 
Bonds of the City of Jaeksonville, Florida. 

"Gentlemen : 

I herewith submit a report of the operation of the 
sewer department for the yeai^ ending December 31, 
1910. 

In addition to flushing by the automatic tanks, the 
sewers have been flushed regularly through hose from the 
fire hydrants. Considerable sand and other materials 
that lodged in the sewers and drains have been removed 
by the jointed rods. A number of defective connections 
and leaky joints have been located by their use and have 
been repaired. 

The 10-inch sewer on Darwin street was relaid from 
Bridier street to Evergreen avenue, the old sewer having 
settled so much that the joints had opened allowing the 
fine sand to almost stop this sewer. Nothing has yet been 
done looking to the bettering of the sanitary conditions 
of the Hansontown district, and that strip of territory 
lying on the north side of the Kings Road and south of 
Missouri street between Jefferson and Cleveland streets. 
There is a large population located here, on narrow, 
crooked, ungraded and undrained streets and lanes. 
Until properly laid out nothing can be done to better the 
conditions and this district is a constant menace to the 
districts around that are in good sanitary condition. 

The City is growing rapidly and sewers are needed in 
every direction. There is a large district lying on either 
side of McCoy's Creek that is building up rapidly. The 
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low elevation of the ground and distance from the ri\er 
makes it impracticable to discharge the sewage by gra\ itv . 
A pumping station and an out-fall sewer will have t<» Ikt 
put in before this district can be sewered. 

Provision was made in this year's Budget ft>r a new 
12-inch motor driven centrifugal pump for the Spring- 
field station. With this pump our pumping ca})acity will 
l>e ample for a year or two. 

i:xtp:xsioxs of drains and sfavkks. 

The following drains were built and laid under c«»n- 
tract with Bryan & Co. : 

3()-INCH CIRCUI^AR BRICK. 

In Alley \V. of Palm St. from Ixwis N. of Forest Aii4 »t 

RiTshitig St. E. of S. A. L. Ry., to Morgan St 5> 5 ?: 

Kli»*> ft 
24-1. \CH CIRCULAR BRICK. 

Lew is St. Alley \V . of Forest to Lime St 43*J 5 tt 

iJnie St. Lewis to Highway .\ve 51*>4 it 

Victoria St. Church to Swift St L<W4 5 tt 

Railroad Ave. Darwin to Second St Jnf><^ fi 

.Second St. Railrtiad .\ve to Clark St 381 <^ tt 

R.iilrt)ad .\ve. .\rK>le to I'onrth St '5^-S it 

l-Murth St. Railroad .\\e. to Clark Si **MI ft 

3.f^*Mi II 

I'he fitjlowing sewers were laid under contract with 
l*.r\an & Co. : 

111 l.\C n CAST IRON SFW KRS 

Ki'>ukiti St I*iinip Well t«. Tallr>raii<l .\ve 5711 tt 

r.r.«\r,irHl A\e L.i j.pkin i<» l>iu.tl St 415 3 !t 

•*</i4 tt 
10 iXCfl Tl Kk\ C<)TT\ SKWKRS. 

D'v.ilSi Tall. \r,.rd .\\t ti. I'.irkir St AT^i^U 
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8-IXCH TERR.\ COTTA SEWERS. 

Parker St. Duval to Monroe St 261.4 ft. 

Monroe St. Parker to Victoria St 367.3 ft. 

Wamboldt St. Talleyrand Ave. to Parker St 467.5 ft. 

Talleyrand Ave. Lampkin to Parker St 490.2 ft. 

Pippin St. Bridier to Van Buren St 985.5 ft. 

Albert St. Franklin to Van Buren St 714.5 ft. 

Albert St. Bridier to Weir St. ... ; 454.5 ft. 

Church St. Georgia to Franklin St 382.9 fi. 

Eleventh St. Main to Hubbard St 488.9 ft. 

Eagle St. Julia to Hogan St 379.0 ft. 

Julia St. Eagle to Bloxham St 280.3 ft. 

Bloxham St. Cedar to Julia St 3820 ft. 

5.654.0 ft. 

SEWERS AND DRAINS LAID BY CITY. 

24-INXH TERRA COTTA DRAINS. 

Church St. Victoria St. to Creek, West U)8.1 ft. 

15-INCH TERRA COTTA DRAINS. 

May St. Post St. to Lomax St 208.3 ft. 

Phelps St. Liberty to Washington St 226 6 ft. 

434.9 ft. 
12-INCH TERRA COTTA DRAINS. 

Washington St. Phelps to Jessie' St 420.0 ft. 

10-lNCH TERRA COTTA DRAINS. 

Gilmore St. Lemon to Charles St 307.5 ft. 

10-INCH TERRA COTTA SEWERS. 
Darwin St. Bridier to Evergreen Ave. (relaid ) 1,636.5 ft. 

8-INCH CAST IRON SEWER. 

Stonewall St. Bulkhead to Channel 60.0 ft. 

8-INCH TERRA COTTA SPIWERS. 

Campbell's Alley to Darwin St. South 249.7 ft. 

Perry St. Seventh to Ninth St 8^)2.0 ft. 

Herschell St. Barrs to King St 980.1 ft. 

Albert St. West of Parker St 188.0 ft. 

Swift St. West of Parker St 188.0 ft. 

Post St. Margaret to Goodwin St 581.0 ft. 
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Alley X. of Banana, Osceola to Goodwin St 1,168 4 ft 

Ionia St. S. of Sixth, to Sixth St 1(11.0 ft. 

Ionia St. S. of Seventh, to Seventh St ia)0 ft 

Sixth St. \V. of Walnut, to Walnut St 70 ft. 

Fourth St. W. of Walnut, to Walnut St TDM ft 

Liberty St. S. of Ninth, to Ninth St WO ft 



AMI 2 ft 
6-1 XCH TERRA COTTA SEWERS 

Xewnan St. Adams to Monroe St 192 ft. 

Riverside Ave Osceola to Stockton St. Xorth Side 435.0 ft. 

Riverside Ave Osceola to Stockton St. South Side 3300 ft 

Riverside Ave. Copeland to Osceola St. Xorth Side 585 ft. 

Riverside Ave. Copeland to Osceola St. South side 585.0 ft 

Riverside .Vve. Goodwin to Copeland St. Xorth Side 580.0 ft. 

Riverside Ave. Goodwin to Copeland St. South Side 240.0 ft 

Riverside Ave. Margaret to Goodwin St. Xorth Side 344.0 ft 

Riverside Ave. Margaret to Goodwin St. South Side 463.0 ft 



3754.0 ft. 



The following sewers were laid by contractors under 
contract with private parties, under the City's supervision 
and as a [)art of the rej^^ular system: 

S-IXCII TERRA COTTA SEWER. 

iM.rlK's St. Rarrs to .\costa St 7i¥)H ft. 

Arosta St I-'ofIk-s to Post St 3356 ft. 

I'nst St. .\r<,st.'> to Kin« St 9129 ft 

Kititrs R,..hI. Myrtir Ave K to S A L Ry 7844 ft 

2,742 7 ft. 

< Xi'w M.iV lioli-^ 'o 

.\ tt>ia] of IS.317.3 tVi-t of stwcr and 44 niandmlc^: 
and Mt' drains 5,J3<*.4 iVct and 13 man-holes. 
M lU'w catch ha sills were hnih nn the <lrain>. 

^^u^ I,. .Use c«»niKTl Mills to st'wcrs were laid. 
Rc's|)tHti':!]l\ siihinillrd, 

u. \. i:mjs. 
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ELECTRIC DEPARTMENT REPORT. 



Jacksonville, Fla., December 31, 1910. 

To the Trustees for the JVatencorks and Improvement 
Bonds of the City of Jacksonville, Florida, 

Gentlemen: 

I herewith submit a report of the operation of the 
City Electric Light Department for the year ending 
December 31st, 1910. 

The financial statement showing the earnings and the 
operating expenses for the year will be found in detail 
on subsequent pages. 

The output of current for the year was 7,581,926 K. 
W., an increase over last year of 1,153,508 K. W. 

The 100-light Luminous Arc (Magnetite) outfit for 
street lighting, ordered the latter part of last year was- 
received, put up, and first circuit placed in service March 
9th; the other April 14th. On April 6th contracts were 
awarded to the Allis-Chalmers Company for a 1500 K. 
W. Turbo Generator, and to the C. H. Wheeler Manu- 
facturing Company for the Condensing outfit for the 
Turbo Generator, and to the Fort Wayne Electric Works 
for a 750 K. W. Motor-Generator set. 

The 1500 K. W. Turbo Generator and Condensing^ 
outfit were erected and put in service about the last of 
November, in time for our rapidly increasing load. The 
Motor-Generator set was received and placed on its foun- 
dation the latter part of December. To make room for this 
machinery the three 200 K. W. DeLaval Turbo Gen- 
erators were removed from the station, the 750 H. P. 
Filer Stowell cross compound taken out of use. and the 
remainder of the counter shaft removed. With the 



Digitized by VjOOQIC 



30 



installation of the new 1500 K. W. turbine we will have 
sufficient capacity to carry us until the new power station 
is built, the site for which was purchased in March. 

The Scofield Engineering Company of I^hiladelphia 
has l)een employed to design and supervise the constnK- 
tion of the new power station. 

Oil has been used for fuel during the past year, cost- 
ing us delivered in the tanks at plant $1.08 per liarrel 
of 42 gallons. 

The machinery and boilers are in good order. With 
the exception of a new spindle for one of the 5(X) K. W*. 
steam turbines and a new housing for one of the jnimps 
of the vertical triplex air pump of the 1500 K. \V. turbine, 
only minor repairs have been made. 

TRANSFORMERS. 

101 Transfonners aggregating 1,213 K. \V. cai>aciiy 
have been purchased during the year. 13 were bumel 
out anil exchanijed for new ones; 64 were rejKiired ami 
tested in our shop. The total transformer cajiacity now in 
use is 5J^7 K. W. 

METERS. 

763 meters were purchased during the year. tA4 
meters were repaired and calibrated at the shop, and 
.^,H2i) tested in place. 

ReN])ectfuIIv submitted, 

R. X. Ellis. 

Suf>i'rhitC9i(irttt 
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ELECTRIC LIGHT PLANT STATISTICS. 

Report of 1910. 

Plant built in 1895. 

Extended in 1898, again in 1901, again in 1903, and again in 1908. 

Cost of original plant $ 76,675.99 

Present valuation $505,703.43 

MACHINERY. 

Four Babcock & Wilcox boilers of 350 horsepower each ; one 
Aultman & Taylor boiler of 350 horsepower, one of 250 horsepower, 
and two of 500 horsepower each. 

One 500-K. W. Curtis alternating turbo-generator. 

Two 500-K. W. Allis-Chambers alternating turbo-generators. 

Two 1500 K. W. Allis — Chamblers alternating-turbo generators. 

The following street lights are supplied : 

296 4-ampere luminous arcs at $5.00 per month each. 

276 4-ampere alternating arcs at $4.50 per month each. 

220 series Tungstens at $2.08^ per month each, of 75 watts. 

54 60- watt Tungstens at $1.25 per month each. 

CHARGES FOR LIGHT AND POWER. 

Incandescent lights are charged for by meter measurement on 
a sliding scale from 7 cents per K. W. to 5.6 cents, according to 
quantity consumed. 

Not less than a minimum charge of $2.00 per month is made 
for any service. 

The city pays for the lights used for public buildings at the 
same rate as above. 

Power is charged for on a sliding scale from 7 to 2. cents per 
K. W., according to quantity used. 

A minimum charge of $1.00 per month per horsepower of 
motor is made for elevators. 
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FIRE DEPARTMENT REPORT. 



Jacksonville, Fla., December 31, 1^10. 

To the Board of Trustees for the ll'atencorks and 
Improvement Bonds of the City of Jaeksonville, 
Florida. 

Sirs : 

I have the honor to submit the annual reiK)rt of the 
Fire Department, for the year ending Deceml)er 31, 1910. 
The sixteenth since you have had charge of the Dq)arl- 
nient, the nineteenth since I have been its Chief, and the 
twenty- fourth since its organization. This rep<»rt Ci>n- 
tains a statement showing the causes of all fires and alarms 
that have occurred during the year, as nearly as could l)e 
ascertained, with an estimate of the value, insurance, 
property loss, and insurance loss, on buildings and con- 
tents. Also other infoniiation as I believe will l>e of 
interest. 

MAXL AL FORCH 

'I'he manual force was increased by the addition of 
fniir men January 1st, making the total sixty-eight, 
asNij^nied to (hity as follows : One chief, one first assistant 
chief, one second assistant chief, eight foremen, one assis- 
tant foreman, two en^^nneers, two stokers, fifty-one drivers 
ivm\ privates :i!id one Sii])crin:en(ltnt of fire alamL 

APrARATl\S. 

There was a<ldc(l to tlie apparatus during the year one 
fifty horse jMiwcr aut« unMlMle, for the use of the CMncf 
of the Department. 

The aj»parains in service is as follows: Two ser\ ice 
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hook and ladder trucks, two combination chemical and 
hose wagons, five plain hose wagons, one of which car- 
ries three-inch hose, two steam fire engines, and chief's 
automobile. The reserve apparatus consists of one fifty- 
five foot Hays aerial hook and ladder truck, one two-horse 
hose wagon in good repair, one two-horse wagon used for 
a coal wagon, and two chief's buggies. Engine number 
one received new set of flues in December. 

HOSE. 

Two thousand feet of two-and-one-half-inch hose, 
and one thousand feet of three-inch hose, was purchased 
during the year, and two thousand four hundred and fifty 
feet was condemned. Of the condemned hose there was 
sold to the Board of Public Works three hundred and 
ten feet ; sewer department eight hundred feet ; and water 
department two hundred feet; leaving on hand thirteen 
thousand four hundred feet of serviceable two and one- 
half inch, and two thousand feet of three-inch hose. 

HOUSES. 

Station number one was painted during the year. 
Station number two is in good condition. Station num- 
ber three is in good condition. Station number four : The 
front sixty feet of this house is brick veneer, and is in 
poor condition ; this house is not large enough, and some 
steps should be taken to get new quarters for this com- 
pany. Station number five was built this year. It is a 
two-story buflf brick building, with red brick base, and 
red tile roof, and is a house that the city may well be proud 
of. Station number six is in good condition. 

HORSES. 

There were five horses purchased during the year 
and five were sold, leaving twenty-eight in service. The 
horses are used as follows : Four for the hook and ladder 
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trucks, four for the engines, fourteen for the conibinatioiiN 
and hose wagons, one for the buggy, and one for the fire 
alarm wagon, leaving four extra. 

IMPROVEMKXTS DURIXCi THE YEAR. 

There was purchased and placed in service in Janu- 
ary a fifty horse iK)wer, automobile for the Chief <»f the 
Department, which makes it fKissible for him to reNi)«»nd 
to all alarms much faster, and is a big improvement <»\cr 
the horse and buggy. Xew wheels and axles were place ! 
on numl>er two hook and ladder truck. Number tmc 
wagon was overhauled and jiainted. Xew c«>ats were 
bought for the entire department. The central station 
was painted. A new hose wagon was purchase<l for num- 
ber six, their wagon l>eing taken for high-pressure hose. 

FIRES. 

The department resjKHuled to three hundred and fift\- 
seven alarms during the year, l>eing twenty-eight m<»rc 
than in nineteen hundred and nine. The dei)artment has 
had to fight several fires during the year that had gaineil 
considerable headway in very dangerous buildings, but 
with the large streams from the high pressure station, was 
able to keep the fire confined to its place of origin. 

hi(;h pressure service. 

'I'he installing of the high pressure system has place I 
in the hands of the fire service a means of getting a large 
aniniint of water under good pressure ufxm its arrival at 
a fire in the principal business section of the city. It** 
Use on more than one occasion the j)ast year has dennm- 
stratcd its W(»rth, for withont it. the fire at the Itilfe- 
Cnnn»y Company, on March 17th. 116 West liay street, 
cniild not have been confined to its place of origin. an<l I 
believe a large fire was averted by the heavy streams tliai 
were usfd fn»in the high i)ressure mains. I !)elie\e it ti» 
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be all that has been claimed for it, and cannot but recom- 
mend its extension at the earliest possible time. 

CAUSES OF FIRES AND ALARMS. 

Sparks from chimneys 68 

Unknown 56 

Carelessness with gasoline 27 

F'alse alarms 24 

Defective flues 21 

Grass burning 20 

Trash burning 20 

Chimney burning out 9 

Out of city 7 

Cigarettes 7 

From furnace 7 

Kerosene lamps ^ 6 

From stove 6 

Sparks from locomotive 5 

Oil stoves 4 

Gasoline stoves 4 

Carelessness with matches 4 

Fire pot 4 

Supposed incendiary 3 

Defective fire place 3 

Rags burning 2 

Electric wires 2 

Sparks from burning trash 2 

Spark from fire place 2 

Smoking stove 2 

Hot ashes in wood 2 

Rats and matches 2 

Overheated stove 2 

Telegraph pole burning 2 

Taxicab on street 2 

Overheated hand iron 2 

Smoking flues 2 
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From stove pipe hole 

Incendiary 

From boiler 

Carelessness with fire 

Woods burning 

Defective hearth 

Starting fire with oil 

From gas stove 

Smoke-stack burning out 

Clothes burning on line 

Carelessness 

Lightning 

Six)ntane()us combustion 

Roof falling in 

Live coals 

Oil burning 

Smoking furnace 

Coals from stove 

Smoking mosquitoes 

Tank on motor cycle exploding. 

Sparks from stack 

Overheated furnace 

Sparks from pile driver 

Klectric liglit 

From gas jet 

Automobile on street 

Cliimney falling down 

Sulpluiric acid 



'!'( )tal i57 

The alarms were received as follows: 

r»(>x alarms J43 

Tekf)li« >ne alarms !• ■ > 

Stdl or verbal alarms 14 
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GENERAL STATISTICS AS TO FIRE LOSSES. 





Property Directly Involved 


Actual Losses 


Value 


Insurance 


Property Insurance 
Loss Loss 


Buildings . . . 
Contents 


.., $1,111,375 
1,030,179 


$859,750 
824,050 


$58,309 $ 54,867 
96,930 80,520 


Totals 


.. $2,141,554 1 $1,683,800 


$155,239 $135,387 



FIRE ALARM TELEGRAPH. 

This branch of the service was increased during the 
year by the addition of three miles of wire, and six new 
boxes located as follows : 

96 Corner Kings Road and Rushing street. 

226 Corner Beaver and Georgia streets. 

446 Corner St. Johns avenue and Bayard Place. 

553 Corner Kings Road and Cleveland street. 

772 Corner Evergreen avenue and Eighth street. 

881 Corner Highway avenue and First street. 

The alarm consists of one ten-circuit automatic re- 
peater, one eight circuit storage battery controlling board, 
one hundred and sixty-four cells storage battery, eighty- 
nine key boxes with glass key guards, nine keyless boxes, 
a total of ninety-eight. Nine fifteen-inch gongs, three 
eight-inch gongs, three six-inch gongs, one tapper, fifty- 
nine miles of insulated copper wire, and sixty-five poles. 

ACCIDENTS TO EMPLOYEES. 



Date 


Name 

H. R. McMillan 
John Rowan 
A. David 


1 

1 How Injured 

1 Fell through elevator shaft 
1 Knocked down by fire stream 
Knee Cap injured 


1 Days ' Indemnity 
i Lost , Paid 


July 5 
June 9 
October 26 


1 9 days 1 None 

3 days | $ 8.70 

1 35 days, 87.10 




1 


' Total 


.1 47 days $95.80 



In addition to the above there was paid for doctors' 
bills and medicine seventy-seven dollars and seventy-five 
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cents ($77.75), making a total of one hundretl an«l 
seventy-three dollars and fifty-five cents ($173.55). 

In conclusion I desire to thank the officers an<l mem- 
bers of this Department for the faithful manner in which 
they have perfoniied their duties, for to them a larj^e 
amount of the credit is due for the efficient work <»l tins 
department during the year. 

To your honorable Ixnly I wish to extend my thanks 
for the many kindnesses shown me since my connect mh 
with this Dei)artment. 

Respect full V submitted, 

T. W. H.ANEV, 

Chief Fire Department, 



FIRE DEPARTMENT INVENTORY. 

December 31st, 1910. 

Fire stations (6) land and buildir/rs $ 80,5<X).*X> 

Ecjuipments, furnishings, etc 44,rtM>.(X> 

Fire Alann System 20/)(MH>l 

Total $145.1*MM)i» 
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POLICE DEPARTMENT REPORT. 



Jacksonville, Fla., December 31, 1910. 

To the Mayor and Board of Bond Trustees of the City 
of Jaeksonville, Florida. 

Sirs: 

I herewith submit the amiual report and statistics of 
the Police Department for the year 1910, being the 
twelfth report since the present City Charter was enacted, 
and the fourteenth report since I became Chief. 

It is a pleasure to note in this annual report the con- 
tinued improvement in the Department itself and the un- 
questioned advancement of the city's interests. 

The members of the Department are well uniformed 
and equipped. Taking care of their personal appearance, 
and desiring to appear well at all times, in the eyes of the 
citizens, has caused excellent discipline to be maintained, 
so that not a charge serious enough to be tried before 
the Board has been preferred against any member of the 
force during the entire year. 

I wish to commend the officers and members of the 
Department for their loyalty and fidelity to duty and the 
cheerfulness with which they performed the many acts of 
extra duty imposed upon them. 

It will be noticed that one thousand eight hundred 
and four more arrests were made during the year just 
ended than in 1909. In fact, the year 1910 surpasses all 
other years in the history of this Department in the num- 
ber of arrests. 

The causes of this increase are not difficult to discover. 
Among the vast number of visitors who are drawn to our 
city by its numerous attractions, there are amongst them 
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a large number of the idle and vicious who are ever 
ready for crime, and it speaks well for the efficiency *»f 
the Department that so many of this class of undesirables 
have been gathered in. 

The statistics also show an increase over 19tH> in the 
amount of lost and stolen property recovered! and restorni 
to owners. This is another indication of the ability of 
the force to co\ye with the situation existing in a large an<l 
growing city. Many important arrests were nia<le dur- 
ing the year, and when the amount of stolen profjerty 
recovered by reasrm of these arrests is taken int<» con- 
sideration, the efficiency of the Jacksonville Police Force 
becomes apparent. 

The Rertillon System of measurement has. since it> 
adoption here, been pnxluctive of much good. Ajjart 
from the identification of several criminals who have l)een 
arrested in this city, the knowledge that this system is 
used by our Department has. no doubt, kept many a crook 
away from Jacksonville, who would otherwise have taken 
a chance at pursuing his nefarious calling among us. 

I regret to announce the death of Patrolman Hezekiah 
1^. Hires, who was shot and killed in the discharge of hi^^ 
(hity. May 13. UMO. by Harry Danson. Patrolman 
Cliarlcs R. Amnions was shot at the same time, but was 
not strionsly injured. Also that Patrolman Luther 15. 
HtMKlrrson was sliot and probably fatally woumled 
DtHcinbtT 27, by Leonard Watson, alias Leon Seat, 
wliinn lie <U*ttTted committing a burglar\'. 

I dt'sirt- to thank His Honor the Mayor for his many 
arts of romtfsy shown the I)c|)arttnent during the year. 
I alsM w i-li to thank tin- Honorable Judge of the Municii);il 
( 'otnt for Ins clTorts iti aiding the Police to suppress <liN- 
order. I desire also to exteiul to the members of the 
(*it\ ( onnril the thanks ^^\ the Department for allo>\ing 
tTs a sniiinent appropriation to carry on the work of the 
I* tree. 
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To your Honorable Body are due the thanks of the 
Department for your unfailing attention to the wants 
and the welfare of the men, and, on my own part, I wish 
to thank you for your uniform kindness and courtesy 
shown me during the year just ended. 
Respectfully submitted, 

William D. Vin^ant, 

Chief of Police, 
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Indecent exposure of person 

Impersonating an officer 

Improper exhibition of a deadly weapon 

Jumping bond 

Keeper of a disorderly house 

Keeper of a disorderly house and suspicious character 

Keeper of a disorderly house and engaging in a game of chancr 

Keeper of a disorderly house and fighting 

Keeper of a disorderly house and selling liquor on Sunday . . . 

Keeper of disorderly house and drunk 

Keeper of a disorderly house and violating the health ordinance 

Keeper of a gambling house 

Keeper of a gambling house and engaging in a game «»f chance 

Keeping place of business open after hours 

Keeping barber shop open on Sunday 

Keeping open place of business where liquor is sold and x-llinv 

liquor after 12 p. m 

Keeping open place of business where liquor is sob! and st-UinK 

liquor on election day 

Kidnapping 

l^irccny 

I^irccny after trust 

L;»rccny and e>capcd convict 

Larceny and carrying concealed weapon 

I^irceny from the person 

Lea\ ing team rnhitclied on the street 

Lewd and lascivi<»us cohal)itation 

Mur<ler 

Malicious mischief 

()|j*-tnictiiig the street 

( )l)striictinK tlie street and aimo>ini{ travelers at depot 

( )bstriiclinK the street and resistint: arrest 

( )bNtrpctit)K tlie siiU*\\aIk 

O'jtaitMiDi; nioiit) uiuUt (also pretetisfs 

t )l>t. lining muxls under faUe preteiisi-s 

( )\ iTcharyi'iK a passtntjfr 

IN i,\ sjlint: 

r<ilt!lritj witltu't lifeiisf 

l\(l<I'iny lish 

IVofa' itv 

IN.ue Warrant 

I* i^^rsL' a worthli N". 1 1 etk 

Ke!'a\\.t\ litrl 

Ki'tr'-ti « t'» s<r\e iv i* 

K'l r'c a bit \ t le oil I he sjili \\ .ilk 
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Running att.|y^mobilein excess of the speed limit. 

MEMBER 31st, 1910. 



80 
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Running an automobile in excess of the speed limit 80 

Refusing to work 3 

Refusing to pay hack fare 5 

Refusing to take a passenger in hack 5 

Robbery 8 

Receiving stolen goods 14 

Recruiting labor without license 1 

Rape 1 

Ringing in a false fire alarm 3 

Robbery and grand larceny 3 

Refusing to pay dray hire 1 

Suspicious characters 419 

Suspicious characters and carrying concealed weapon 4 

Striking and killing a person with an automobile 1 

Selling liquor on Sunday 24 

Selling liquor illegally 15 

Selling groceries on Sunday 16 

Selling opium , 1 

Soliciting on the street 2 

Throwing a deadly missile at a street car 1 

Using profane language 141 

Using profane language and fighting 44 

Using profane language and resisting arrest 3 

Using profane and obscene language 23 

Using profane and abusive language 17 

Using profane and threatening and abusive language 14 

Uttering forgery 1 

Using an automobile without the owner's consent 2 

Vagrancy 343 

Vagrancy and suspicious character 22 

Vagrancy and carrying a concealed weapon 2 

Vagrancy and fighting 2 

Violating the traffic ordinance 62 

Violating the health ordinance 490 

Violating the pool room ordinance 19 

Violating the hack ordinance 45 

Violating the market ordinance 1 

Violating the automobile ordinance 2 

Violating the building ordinance 1 

Violating the milk ordinance 1 

Violating the State Fishery Law 1 

Wife dcs^tion 1 

Total 8,415 
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FINANCIAL REPORTS. 



Jacksonville. Fla., December 31. 191(). 

There has l>een no change during the year in the 
amount ($1.768.(XX).0()) of outstanding city lK»n<ls the 
interest on which, being at five per cent., amounted i«^ 
S88,4(.K).(X), payal>le semi-annually. 

The interest paid during the year amounted to 
$92,5(X).00, making a total of $978,040.83 paid to thi^ 
date on these Ixmds, and leaving $5,725.00 of interest 
due, the cou|K)ns for which have not l>een presente<l i<» 
the City Treasurer for imyment. 

STATKMK.VT OF INTEREST COUPON .\CC()UXT. 
Cci n)N.s I*\iD DiRiNc; THK Vf.,vr Ending Dkcrmbe* 31, 1910. 

StTH-N No 2(\ due May 15th. 1907— 

$\.{n\ lM»n(l No. 385. hciiiK I at $25.U) $ 25 Ui 

.SrruN No 2H, due .May 15th. 1911K— 

l>..in $1 UK* lM>tul No. 3K5. »K.-itiK 1 at $2SXt) 25»«» 

Sr^ti^ No Jt). (hu- November 15th. I<>i8— 

Ir.Mti $1.(MI lM)ii.is. Nos. \27, 315 and 385. being 3 at 

$J5 t « ► t ach 75 1 •> 

.Srrns \'» -V dtie No\enil)er 15th. IMW — 

\ r.>m 55 •«» hmids, N<.s. */^3 to <W, Iteing 5 at $12.5() 

cuh tx2Si^ 

St ru ^ No 14, <h',e No\einI>er 15th. lM,V — 

I mm $1.<M) hMiids, Nns .Vv .i'mI .V.8, being 2 at 

$J5iii> e.uh S*Un 

S« ri. - N'ii M). i\\\v M.i\ 15th. i'*"' - 

!r,.in $1.<«>I» hopd.. N-.s 1.7. \7'i ai.d 385, In-ing 3 

.It $J5<«) e.uh 75 •■i 

>. n. > N.t .VI, ihw M ,\ 15th. I'^f^ 

1 r..in S.-<m I !->. N' s ^n}. '>JJ. '^^^ to W7. U-ing^ 

7 at <1J '" t...li >7 5*i 
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Series No. 31, due November 15th, 1909 — 

From $1,000 bonds, Nos. 18, 56, 57, 62, 112 to 116. 
127, 179, 197, 223, 231, 250 to 254, 260, 266, 300, 312, 
to 314, 316, 317, 319, 320, 322 to 324, 379, 380, 383, 
385, 388. 389, 396, 399, 400, 403 to 406, 408 to 420, 
459 to 470, 473. 481, 482, 498, 501 to 503, 507, 
508, 519, 520, 522, 523, 537. 541 to 546, 572 to 
576, 585, 591 to 600, 608, 609, 611 to 616, 618 to 625, 
640, 642 to 646, 648, 653, 654, 656, 657, 665 to 668, 
670 to 674, 682 to 685, 687, 689, 692 to 694, 699 
to 702, 708 to 711, 713, 730 to 745, 752, 754 to 810, 
814 to 817, 822, 832, 833, 846 and 876, being 243 
at $25.00 each 6,075.00 

Series Xo. 31, due November 15th, 1909 — 

From $500 bonds, Nos. 903, 904, 907, 909, 910, 913, 
922, 934 to 940, 953 to 962, 970, 977, 991 to 997, 
1018, 1020, 1025, 1033, 1035, 1036, 1040, 1043 to 
1046, 1049 to 1055, 1059, 1062 to 1065, 1072 to 1081 
and 1090, being 67 at $12.50 each 837.50 

Series No. 16, due November 15th, 1909 — 

From $1,000 bonds, Nos. 38 to 50, 63, 116 to 120, 123, 
to 127, 140, 161, 169, 170, 212, 222 to 226, 228, 257, 
258, 262 to 265, 271, 273, 275, 289 to 300, 313, 317. 
322 to 324, 326 to 329, 336, 337, 340, 344, 366. 386, 
388 to 392, being 76 at $25.00 each 1,900.00 

Series No. 7, due July 1, 1909 — 

From $1,000 bonds, Nos. 303 to 306, and 358, being 5 

at $25.00 each 125.00 

Series No. 32, due May 15th, 1910— 

From $1,000 bonds. Nos. 1 to 126, 128 to 455. 458 to 
530, 532 to 650. and 652 to 876, being 871 at 
$25.00 each 21,775.00 

Series No. 32, due May 15th, 1910— 

From $500 bonds, Nos. 900 to 903, 905 to 990 and 993 

to 1092, being 189 at $12.50 each 2,362.50 

Series No. 33, due November 15th, 1910— 

From $1,000 bonds, Nos. 1 to 17, 19, 22 to 67, 74 to 
97, 99 to 126, 128 to 187, 190, 192 to 196. 198 to 
219, m to 225. 228 to 230, 2h2 to 259, 261 to 265, 
267 to 299. 301 to 378, 381 to 384, 387 to 456, 458, 
to 463, 469, 470, 472 to 480, 483 to 500, 504 to 513, 
515 to 520, 522 to 530. 532 to 536, 538, 540, 544 to 
to 551, 557 to 571, 576. 578 to 601, 607, 610 to 620, 
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Series No. 27, due November 15th, 1907— 

From $1,000 bond No. 531, being 1 at $25.00 25.00 

Series No. 28, due May 15th, 1908— 

From $1,000 bond, No. 531, being 1 at $25.00 25.00 

Series No, 29, due November 15th, 1908— 

From $1,000 bond No. 531, being 1 at $25.00 25.00 

Series No. 30, due May 15th, 1909— 

From $1,000 bonds, Nos. 531, 641 and 725, being 3 

at $25.00 each 75.00 

Series No. 30, due May 15th, 1909— 

From $500 bond No. 907, being 1 at $12.50 12.50 

Series No. 31, due November 15th, 1909— 

From $1,000 bond No. 531, being 1 at $25.00 25.00 

Series No. 32, due May 15th, 1910— 

From $1,000 bonds, Nos. 127, 456 and 531, being 3 at 

$25.00 each 75.00 

Series No. 32, due May 15th, 1910— 

From $500 bonds, Nos. 904, 991 and 992, being 3 at 

$12.50 each 37.50 

Series No. 33, due November 15th, 1910— 

From $1,000 bonds, Nos. 18, 20, 21, 68 to 73, 98, 127, 
188, 189, 191, 197, 220 to 222, 226, 22j, 231, 260, 266, 
300, 379, 380, 385, 386, 464 to 468, 471, 481, 482, 501 
to 503, 514, 521, 531, 537, 539, 541 to 543, 552 to 
556, 572 to 575, 577, 602 to 606, 608, 609, 621, 622, 
625, 641, 659, 665, 689, 694, 705, 712, 730. 752 to 
757, 759 to 794, 814 to 817, 822, 824, 832, 833, 846, 

853 and 876, being 128 at $25.00 each 3,200.00 

Series No. 33, due November 15th, 1910— 

From $500 bonds, Nos. 902, 904, 907, 908, 914 to 917, 
953, 954, 965, 966, 970, 972 to 977, 984, 991 to 997, 
1008, 1010, 1011, 1018, 1025, 1033, 1040, 1043 to 
1046, 1049, 1073 to 1080, 1083, 1084 and 1088 to 

1090, being 52 at $12.50 each 650.00 

Series No. 18, due November 15th, 1910— 

From $1,000 bonds, Nos. 61 to 63, 116 to 120, 123 to 
127, 140, 177, 178, 257, 258, 271, 273 to 275, 318 
to 320, 322 to 324, 326 to 329, 341, 358 to 361, 367, 
368, 386 and 388 to 3%, being 49 at $25.00 each .... 1,225.00 
Series No. 9, due July 1st, 1910— 

From $1,000 bonds, Nos. 51 and 52, being 2 at $25.00 

each 50.00 



Total amount out.standing December 31, 1910 $ 5,725.00 
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City of Jacksonville, Florida, 
MUNICIPAL WATERWORKS PLANT. 

Statement December 31, 1910. 

Detail of Earnings for the Year igio: 

Commercial water sales $113,083.64 

Municipal water sales, Sewer Department 1,500.00 

Municipal water sales, Board of Public Works 2,032.58 

Fire hydrant service (at $35.00 per hydrant) 21.700.00 

Total $138,316.22 * 

Less water rates refunded 277. \2 

Gross earnings $137,939.10 

Operating expenses 44,932.19 

Net earnings $ 93,006.91 

Per cent, operating expenses to gross earnings 33% 

Detail of Expenses for the Year igw: 
Cost of Supply and Pumping — 

Operating: 

Power Plant Wages S: 6,289.33 

Fuel for Power 9,850.52 

Lubricants and Waste 225.56 

Miscellaneous supplies and expenses 1,373.34 

Total operatitr^ $ 17.738.75 

Maintenance: 

Boilers $ 1,320.43 

Pumping engines 209.87 

Miscellaneous station equipment 220.67 

Brildings and fi.\tures 130cS8 

Wells, conduits and reservoirs 136.21 

Total maintenance $ 2,018.06 

Total coat of supply and pumping $ 19.756.81 
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Cost of Distribution. 

Operating: 

Operating meters $ 2,imi J^ 

Investigation of, and remedying troubles < complaint 

expense ) 4 33 

Miscellaneous distribution operating expenses t\S*\^ (if» 

Total $ 8,*o*^;i 

Less credit from tapping l,-ko.4*i 

Total operating $ 7.I*M2J 

Maintenance: 

Mains $ 5/*a tA 

Meters 1.54^>2S 

Fire hydrants M^M 

Total maintenance $ 7.W«^ Jl 

Total cost of distribution $ 15.1*^3 43 

Cnncr(\l Expiuscs of the Department: 

( )trux- salaries $ 5.444 17 

f'rintinjs' and statioiuTV 5*^7 43 

SlortTooMi fxpfiisfs 2^» 45 

Mi^ctllaiu'diis Kc-iu'ral i-xpeii^t* and office sundries 13<5*'5 

hi-iiraii.*r 340 li 

('arc of KFonmls 2,3<7 K3 

Total kMMi.ral c^['rlls(^ $ ti/*<l <^5 

Total all cxptn^tH of opt-ratinK tlu* «lt'j)artnient $ 44.'^32 l*> 
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City of Jacksonville, Florida, 
MUNICIPAL WATERWORKS PLANT. 

Statement December 31, 1910. 

Cash for the Year 1910. 
Receipts: 

Miscellaneous $ 622.42 

Tapping 6,156.50 

Customers' accounts 121,711.24 

Hydrant service 21,700.00 

From Ordinance No. 1-73 53.08 

Total revenue $150,243.24 

Cash on hand January 1, 1910 32,497.82 

Total $182,741.06 

Disbursements: 

Audited vouchers $ 77,203.40 

Water rates refunded 377.12 

Wages payable 36,909.21 

Miscellaneous 183.13 

Profits transferred to other departments 25,500 00 

Total expenditures $140,172.86 

Balance on hand December 31, 1910 42,568.20 

Total $182,741.06 



Reserves and Surplus for the year 1910. 
Reserves and surplus beginning of fiscal year $531,228.50 

Credits: 
Direct credits to profit and loss (in detail): 

Commercial water sales $113,083.64 

Municipal water sales (sewer department).. 1,500.00 

Fire hydrant service 21,7(X).00 

Board of Public Works 2,032.58 

Miscellaneous items 197.40 

Total credits $138,513.62 

Total "$6()9,742.12 
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CfTY of jACKSONVIlXt^ FumiDA, 

MUNICIPAL ELECTRIC LIGHT PLWT. 
Statemknt Deckmber 31. 1910. 

CASH F«)* THE YEAR 1910. 

Rcci-ipts: 

MiscrllaiiciUJs $ 5,*^*^ >5 

('i!Nti>mcrs* (lep<)>it.s \1J,S1 >» 

CustomtTs' accounts 384X^ *'l 

Jacksonvillr I-'Icctric Company 11.947 '4 

Tnial rcvfTue $415,"jJ»4i 

Ca-h on haiul Januan 1, 1910 t^jf<^J^y^S 

Total $4X3^1 S5 

Disbursements: 

\xu\\Xv<\ Votuli rs $KS1.J73 4v 

Deposits rrfi:ii«it«l ^^i^ill 

W.V^rs |.|\;illc 53,IW4J1 

!Vn' ts !r.in-i'rrn<l to otlx-r (Upartnu-nts SO.tlimt 

Mts, , II. ,.1, oils 15(W.l 

'lol.il . xpiluIitMrrs $3J»A^7 31 

l:.,l.'.rr i.M h.in.l DccnnlMT 31. V)\U IM nJ4 54 

T..t.il <4«.^.>^»1S5 
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TRUSTEES OF THE BOABD 
Date of Election and Length of Serrice. 



\Vm. B. Yoing Oct., l«93~\ov.. 1K94** 

Thomas McMirray Oct., 1893— Sept., lK9f4 

A. W . Ok KRKLL. Jr Oct.. 1«93— Oct.. 19tl7+ 

A. H. Campbell Oct., 1893— Oct., 1911t 

(;kor(;e R. Fostkr Oct.. 1893— Nov., 1904t 

O. L. Kkhnk Oct., 1893— Jan., 1894* 

F. F. 1;Kn(U.k Oct., 1893— Jan., 1894» 

J. K. TvsKN Oct.. 1893— Nov., 19(M»* 

L. Frk( Hwrr Oct.. 1893-Oct.. 191(H- 

B. R. PoWKLL Jan., 1894— Oct.. 189f)t 

J. R. Campbkli Jan.. 1894— Oct.. 1895t 

B. F. I)illi»n Nov. 1894— Feb.. 19t)9** 

Tho>. \V. Robv Oct., 1895— June. 19()1** 

P. F. MrMiRRAV Oct.. 189f>— April, 1898* 

Bio.N H. Bakxktt Oct.. 1896— Mar., 1911** 

Pun IP Waitjr May, 1898— Oct., 1903t 

J<»HN I). liAKhR Jiiiu', 1901— Term expires Oct.. 1914 

ArthirF. PfRkv Oct., 191U -Oct., 1911t 

Si.. Hkss Nov.. 19()4— Term expiree Oct.. 1*^1-? 

W M. B. V()» N. NoN , 19(M— Auk.. 1909** 

H. (iMiLAki. (Kt. 19t)7— Term expires Oct. 1913 

W .\I. F.(.-T\M( K. Jk IV).. 1909-Term expires Oct.. 1913 

I'.hv li^Kl:KMK.^ \.,K.. Vm-JMu 1911»* 

Ai^\ R. Mti^riii (Ki.. 1910-Term expires (Krt. NU 

Ihwk .\F KMHvki-o\ . ... I, in. 1911— Term expire** (Vt, \^\2 

\v\\K \i.\Ms M.ir. IMll— Term expires Oct. N14 

P A I)<.s\N . (hi., I'Ml— Term expires (M. 1915 
(,F . M M\-..N Oct., 1'>11 Term expires Oct. 1915 

t 1 ( ri 1 t ^ pT* •! 
:. |).,<..sm' 
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profits of the new plant without the levy of a sinjijlc »l<»I]ar 
of taxation if such plant is properly oj^rated. 

The water works system while showing a profit In vi 
need of many improvements in the pumpinjj .station, a:;! 
the laying of new mains where the old mains have f)ecoinr 
inadequate as well as to reach the out-lying districts which 
are so rapidly developing. Such necessar\' exi)enditurea 
are t>evond the earning iK)wer of the plant to pn>\i<le i-^r 
such extensions and some plan to finance such undenakm;^ 
nnist l>e devised as well as a new source of water ^^upplv 
obtained. In the meantime the utmost conservation .■: 
the present supply must t)e observed. 

During the year 1911 the Board has umlertaken tl-e 
consolidation and reorganizing of the engineering <ie- 
partments of the City and also the making of a tojxigraplv- 
cal survey of the city which should l)e well un<ler \\n\ 
(hiring the connng year. Such work will furnish data 
absolutely necessary for the projK^r outlining of plan^ f«T 
new >ewerage and drainage systems the need of which i** 
apparent to all citizens. 

These problems as outlined should l>e si)ee<lily and 
>y»;teniatically worked out and determined lest we fin** 
ourselves swanii)ed by the necessities incident t<» the rapid 
develt>pment of our city. 

\'ery truly yours, 

W. M. BosTvvu K. Jr.. 

Chairfnafi. 
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Jacksonville, Florida, December 31, 1911. 

To the Board of Trustees for the IVaterworks and 
Improvement Bonds of the City of JaeksonviUe, 

Gextlemen : 

In the following pages are submitted for your con- 
sideration the official reports of City affairs under your 
(hrection and control, covering operations of the year 
1911 in the several different departments, including also 
a report of the two very satisfactory sales of City bonds 
made by you during the year and details regarding the 
interest coupons paid in connection with the bonded indeb- 
tedness of the City. 



Respectfully, 



SiGMUXi) Hess, 

Seeretarw 
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WATER DEPARTMENT REPORT. 



Jacksonville, Fla., December 31, 1911. 

To the Board of Trustees for the IVatencorks and 
Improvement Bonds of the City of Jacksonville, Fla. 

Gentlemen : 

I herewith submit the annual report of the operation 
of the Waterworks, the seventeenth under this Board and 
the thirty-first since the establishment of the plant. 

The financial statement of the plant, showing the earn- 
ings and the operating expenses for the year, will be found 
in detail on subsequent pages. 

MACHINERY. 

The boilers and pumping engines are in good condition 
and all needed repairs to keep same in good condition 
have been made. Oil has been used for fuel during the 
year, costing us $1.08 per barrel of 42 gallons delivered 
in our tanks. 

WATER TOWER. 

A new 20-inch galvanized spiral supply pipe was put 
up from the ground to bottom of tank in place of the old 
steel pipe which had become very thin from corrosion. 
The tower and tank have been painted and are in good 
condition. 

WATER. 

1,860,829,869 gallons of water were pumped during 
the past year, an average of 5,098,164 gallons per day, an 
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increase over last year of 688,5W gallons per day. The 
total flow of all of the wells on December 31st, 1910. wa** 
5J73,WO per day. The 10-inch well located in Spring- 
held Park. 1.3(X) feet west of the Pumping station, for 
which contract was let in Xov ember. P>10. was compleietl 
on the 25th of March. The flow of all the wells on March 
5th before water was reached in this well was 5,144.(>3o. 
The new well increased the supply to 6.471,320 gallon> in 
24 hours, a gain by the new well of 1.326.690 in 24 hour>. 
On December 31st. 1911. the flow of all of the well> wa- 
6.1S1,780. a decrease of flow since March 25th of 28^>.54n 
gallons. 

At the meeting on December 4th. the Board deci<le(l to 
further increase the water supi)ly by sinking a line of 
Arte>ian wells through Springfleld park and beyond, in a 
northwesterly direction from the Pumping station, plac- 
ing the wells about 700 feet a])art. and laying a 24-inch 
cast iron conduit to carry the water from these wells tt» the 
Pumping Station, sinking these wells and extending the 
conduit from time to time as recjuired. 

I»i(ls for a ten or twelve-incii .\rtesian well, 1,0(H) feel 
in (k'])t!i to bo slink in Springtkdd Park near 5th Street 
ueie adxiMlisod for tni December 4th to l)e o})ened lanu- 
arN 4th, PM2. 

I he Loi^aii (oiurete and I-'ngineering C'onifwny ci»m- 
pK-ted the 3.ni)0,iM() m.-iUmii re-iuforced concrete reNer\<»ir 
:iI)oiu |nl\ 1st. I he rt'sor\oir was gradually filled to test 
t'ttr leaks; a feu were foiiiul where joints were m;i<Ie in 
plating the cement, and these were cut out and made tight 
with water pro. .rui^r coinjM.nnd. The reservoir was then 
tilli'd V]) and all«»\\(d to stand for a week: tests were then 
made da'l\ tor another week. an<l tlie lo^s during that 
time was s, . small tlial the reser\oir was considere<l as 
beiiiLj piarticalK tiu'ht. Connection was then made to 
^exer.tl of tlie Xrte^i.m weIN and the re^erNoir was put in 
Nt-r\ ice < tn Inl\- JTih 

The re^erxttir i^'xe^ us a re^erxe snj»ply. safe from con- 
tain: nation, to (haw fioMi at anv tnne dm ing the day when 
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the draught may be greater than the flow of the wells; 
this leaves the open reservoir for a fire reserve that would 
be drawn from only in case of a large conflagration. 

Both of the deep well pumps were a great assistance in 
maintaining the supply during hours of heavy draught 
before the completion of the new reservoir. Since its com- 
pletion we have only run the pumps sufficiently to keep 
them in good running order. No. 1 pump was run 791 
hours and No. 2 pump 581 hours and forty minutes dur- 
ing the year. 

While our pumping capacity is still sufficient to meet 
present demands, some of the pumps are too small and 
are not as economical in the use of steam as they should 
be. By installing an up-to-date high-duty pumping engine 
of proper capacity, a large percentage of the fuel we are 
now using could be saved, and I would recommend that 
such a pumping engine be purchased and put in as soon 
as funds will permit. 



The following new services were added during the 
year 1911: 

Branch 
Month TAPS AND SERVICES. Totol Services Total 

Vi y*, llnch 2-Inch 4-Inch 6-Inch 

— 1 



January 57 2 

February 53 2 

March 54 4 

April n 2 

May 74 3 

June 61 9 

July 51 2 

August 55 2 

September 55 4 

October 7i 3 

Xovember 72 3 

December 56 2 



— 1 



— 1 — 

1 — — 

1 1 — 

1 1 — 






61 
56 
60 
75 
78 
72 
55 
58 
62 
83 
75 
59 



25 
25 
45 
24 
11 



8 
21 



86 
81 
105 
99 
89 



29 101 
13 68 



66 
83 



18 101 
17 92 
12 71 



Total 733 38 



13 



1 794 248 1042 
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CAST IRON MAINS. 

The following water mains were lowered on accomii 
of change in grade for i)aving ; on all of these mains w here 
leadite had t>een used for joints, it was cut out and the 
joints were re-run with lead. 

List of mains lowered : 

Church, between FiridRc and Myrtle 6-inch I.WJ fi 

(icoFKia St., bet. E. Church and W. Church 6-inch N» ft 

Ashley St., west of Spearing 6-inch 125 it 

Kntcrprise, between Geveland and Myrtle avenue 6-inch 1.42J ft 

Myrtle avenue and liay street 6-inch 4<>4 ft 

Monroe St., between Florida avenue and (leorgia, . 6-inch l.UO ft 

Church St., between Talleyrand and (ieorgia 6-inch l^W ft 

Riverside Ave., between Lomax and Copeland.... (vinch (^o f' 

Riverside a\enue, west of Gierry 6-inch 472 ft 

.\danis. between Florida Avenue and (jcnirRia St.. 6-inch 225 ft 

State St., Iwtween Cedar and Madiv n 6-inch «»8 it 

Washington St., between Union and Jessie 6-inch IJlO ft 

Market, between I'ourth and FiKbth 6-inch W*» it 

Liberty, between Forsyth and Ashley H-inch <>10 ft 

Riverside, between Copeland and C)>ceola H-inch 5<*t ft 

Hiuliway .\ve., west of l*ahii H-inch <*■» tt 

State St., between Main and Cedar H-inch 7<^t It 

Davis, north of Kinj^s Road 10-inch U>*> ft 

l.aiira. betwetn lirst and I'onrtb 10-inch Ijl** tt 

Van Bnren. between Ailams and Church 12-inch 5**5 tt 

I'nion, 1 lok-an to Jnba 12-inch 3S5 ft 

Latira, I'irst U> Third (well line) 14-inch 1,<W) ft 

Domestic System of mains has l)een exten<le<l as f*»l- 

b»\\s (Imiiii^ tlie year 1*M 1 : 

4 !\CI1 MAINS. 
I- 'iti rpri^r, utst from Ku>hn,ti 24 ft 

f. I\( !! MAINS. 

M..IM. b. 'utrn KcNtMlh a'Ml TwMtth (^ *X 

(.t.I.ir. Im'u.m North and Cardi'ie 5^' ft 

X'utiTi.i. >..i'tli tr ni \)\\\a\ M2 It 

}\'l'r. tr .rn \''.. rt tn W .,,MKo!Jt 1.2i»t ft 
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Beaver, between Cedar and Clay 408.0 ft. 

Duval, east from Clay 424.0 ft. 

Fifth street from Main to Walnut 1,980.0 ft. 

Riverside Ave., from Cherry St. to Willow Branch 888.0 ft. 

Corning street, east of Cleveland 340.0 ft. 

Eighth Street from Silver to Pearl 511.0 ft. 

Gilmore, from east property line Riverside Ave., to 91 

ft. west 91.0 ft. 

Goodwin, south of Riverside Avenue 36.0 ft. 

Lancaster, east of Riverside Avenue 48.5 ft. 

Georgia, from Church to Ashley 189.0 ft. 

Willow Branch, south from Riverside Avenue 38.0 ft. 



6,592.5 ft. 



8-1 NXH MAINS. 

Highway Avenue, from Smith to City Limits 324 ft. 

Estelle Street, from north property line Highway Avenue 

south 66 ft. 



390 ft. 



10-INCH MAINS. 



Ninth Street, east of Liberty 28.0 ft. 

Ninth Street, east of Liberty 34.0 ft. 

Laura, from Bay to north of Forsyth Street 312.5 ft. 



374.5 ft. 



12-INCH MAINS. 



Third Street, west of Laura ( well line ) 1,()94 ft. 

Union Street from Cedar to Julia 348 ft. 



1,442 ft. 



24-INCH MAINS. 



Water Works Grounds, K.-ervoir discharge (laid by con- 
tractor) 240 ft. 

Well line, Springfield Park, Water Works to Fourth and 

Boulevard 2,406 ft 

2,646 ft. 
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The following extensions of galvanized service niaii^" 
were made during the year : 

2-1 NTH PI PEL 

I^)cation of Extension 

HoKan, !>ctween Bay and Forsyth Streets '** 

Her^chell, !x*tween Cherry and James Streets .V*> 

Alley we>t of Market, l)elwcen 10th and Uth 3*1 

(iroover Avenue, west from I>urkcc Avenue 1'^' 

Second Avenue, west from Wilcox 3H) 

State, we^t from Dewitt 1^» 

Roselle, west from Osceola 1*'5 

State, Iwtween Dewitt and Aul>ert Streets 175 

Adelia, hetween Fisher and Fvergreen '^* 

Kvcrson, south from Wilcox 27\) 

Pierce Avenue, south from Kins'* Road *■» 

Lemon, west from Copeland !*■• 

Tenth, west from Laura *** 

Minnie, south from Kings Road ^** 

llorida Avenue, east from Oakley l*»t 

Second, west from Wilcox ir<» 

(irover Avenue, s»)uth from Durkee Avenue 3** 

Auhcrt. south from State "♦^ ' 

l-iiura, north from Adams 113 

Phelps, east from Hulibard !'■' 

Stonewall, east from Park >*• 

(\)llaKe Avenue, east from Pearl !*'• 

Tenth, wist from Boulevard 17^ 

Marrs. north from Herschell IX-^ 

(lihnore, west from Park 3<' 

Tenth, ucst fmin KverKreen 55J> 

V'aiiBiirrn, north from Third 22S 

(irant. va^t from Morida Avenue I"" 

r-iion, cast from Myrtle Avenue Ill 

W ilrox, south from Standard Avenue 117 

p. st, ea^l from d »peland 1'** 

\'ivtoria. from Mhert to Hoaxer - 3l»» 

leaver, urst from Virtona 175 

( *.;h l.oid. iK'twriii Rosrlle and Phtlhs 1*^3 

1U» 

rx 

145 

*i» 

>*t 



Sn'ond \\tniu'. east from WiKox.... 

Iii'tli \\ii;iu*, north from Har^i^oll 

<)M»..'a. north from ki\rrM<le \\enue. 

l-..rl»<^. east from St-M'kton 

Viwna'i. ^of.th trim Monroe 
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Location of Extension 

Howard, east from Evergreen 212 ft. 

Illinois, north from Griffin 621 ft. 

Ninth, between Main and Hubbard 450 ft. 

Franklyn, north from Church 280 ft. 

Grover, east from Durkee 39 ft. 

Franklyn, south from Albert 100 ft. 

Beaver, west from Bridier 130 ft. 

Boulevard, north from Eighth 280 ft. 

Delmar, north from Highway Avenue 1,040 ft. 

Pippin, west from Franklyn 120 ft. 

Bay, north of Green Avenue 60 ft. 

Myra, east of Bay 680 ft. 

Myra, west of Bay 50 ft. 

Ogram, south of Highway Avenue 60 ft. 

Illinoi«, north of Missouri 120 ft. 

Fifth Avenue, north of Harrison 160 ft. 

Perry, north of Ninth 120 ft. 

First Avenue, south of Highway 180 ft. 

Copeland, south of Riverside 340 ft 

B St., north of Myra 200 ft. 

Bridier, south of Pippin 200 ft. 

Walnut, south of Carmen 60 ft. 

Claude, south of Highway 40 ft. 

Carl, south of Highway 40 ft. 

Second Avenue, South of Highway 40 ft. 

Ogram, south of Highway 40 ft. 

Estelle Lane, south of Highway 80 ft. 

Bridier, north of Adelia 260 ft. 

Tenth, west of Laura 86 ft. 

Second Avenue, west of Wilcox 80 ft. 

Grover, west of Durkee 160 ft. 

Eighth, between Laura and Main 125 ft. 

Tenth, west of Main 100 ft. 

Eighth, east of Main 120 ft. 

Johnson, north of Missouri 90 ft. 

Myra, east of Goodwin 280 ft. 

Georgia, between Beaver and Church 60 ft. 

Barrs, south of Oak 140 ft. 

Seventh, west of Walnut 180 ft. 

Green Avenue, east of B. Street 240 ft. 

Palm, from Forest to 1 )atc 460 ft. 

Forest, west of Palm 370 ft. 

Florida Avenue, north of Jessie 40 ft. 

Jefferson, south of Missouri 160 ft. 
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LtKration of KxtciiMon 



Short, east of Osceola 2HI* it 

Wright, west of RusNiiiK tit) it 

Cherry, north of Riverside c»i<» it 

Second Avenue, east of Wilcox !*■» ft 

Aubert, south of Union iHt it 

Monroe, west of Geveland 14^* ft 

Franklyn, north of Pippin 2M) it 

Mars, north of DeSoto 3i«Mt 

l->anklyn, south of Adelia !<<» it 

Bridier, south of Church H«» it 

Florida Avenue, south of Darwin iKi n 

Henry, east of Fisher JX t it 

John, west of Parker K^M* 

Jefferson, south of Union 14*» ft 

Bridier, south of Beaver 1**> It 

Schofield, east of Huhlwrd "«» it 

Tenth, east of Boulevard >*» It 

Osrain, south of Highway !<>• i* 

Riverside Ave., west of Willow Branch 1»» I ft 

Tenth, east of Pearl Imt it 

Smith, west of Rushing l'*» ft 

May, south of Forest 1»«) ft 

Dyal, east of I'Vankhn 3<» it 

I* rcilerica, east of IX>wning Jfill tt 

(iraiK-, west of Margaret H(» f* 

Bridge Street I^me, south of Orange ?«> it 

F\ergreiMi, north of Henry 1J»> it 

Monrof, Wist of CU*\elan<l 35*1 t! 

Fiilrrprise. west of C'lo\ eland 44 i* 

Hi«li\\a>, iKtwren Paltn and I'stolle UV it 

Tni.d 2\JiM< M 

1'. I\( M (; \\\ WI/I I) \U()\ .\i \I\S lATFNDI I) ni'RIN*. 

I 'ii!iM.i'i.i, i;<»rili of Imhtli 

s. h..'., M. f.,.! of Hi MmhI 

i;--ii'< \.iT(!. Im t\\, ,11 lotli and Htli 

r.-t. t.iM ..t t*..],. I.iimI 

I i- '-ry. 0.1^' t't } \ t ri.'r< ' n . 

< it..\. r, t, -.t i.t I)"ikif . 

It.!. 1.575 !t 



j;5 


It 


-**» 


It 


J5<» 


!T 


l^t 


it 


353 


1! 


IS 


tl 
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P4-INCH GALVANIZED IRON MAINS EXTENDED DURING 

1911. 

Location of Extension 

Windle, east from Rushing 82 ft. 

Railroad Avenue, south from Odessa 130 ft. 

Cedar, south from Eagle 200 ft. 

Moncrief Avenue, north from Eighth 189 ft. 

Johnson, north from Eighth 45 ft 

Wilcox, south to Standard Ave., east on Standard 205 ft 330 ft. 

Stuart, east from Eaverson 230 ft. 

McCoy, west of Winter 160 ft. 

Boulevard, north from Eleventh 235 ft. 

Seventh, east of Pearl 80 ft. 

Seventh, east of Pearl 80 ft. 

Moncrief, north from Eighth 80 ft. 



Total 1,841 ft. 



1-INCH GALVANIZED IRON MAINS EXTENDED DURING 

1911. 

Location of Extension 

Madison, west of Orange 70 ft. 

Johnson, north from Church 130 ft. 

Johnson, north from Church 100 ft. 

Lafeyette, south from Beaver 100 ft. 

Phelps, west from Liberty ?4 ft. 

Standard Avenue, east from Wilcox 180 ft. 

John, west from Victoria .SO ft. 

Florida Avenue, south of Forsyth 135 ft. 

F'orest, east of Winter 80 ft. 

Spearing, between Monroe and Duval Ill it. 

Total 1,070 ft. 



FIRE HYDRANTS. 

Thirty-eight hydrants have been repaired, seventeen 
changed, two reset, and thirteen moved back on account 
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of street paving. Thirteen new fire hydrants have l)een 
set at the following named locations : 

Victoria and Monroe, S. VV. Corner. 

Parker and Hill, \. W. Corner. 

Parker and Swift. X. \V. Corner. 

Parker and KiRhtli, \, W. Corner. 

Parker and \\'amlK)Idt, X. VV. Corner. 

Highway Avenue and Oelmar, S. K. Corner. 

Riverside Avenue and Willow Branch Avenue. S \V. Corner 

Riverside Avenue and Mallory, S. E. Corner. 

Riverside Avenue and Cherry, S. E. Corner. 

Riverside Avenue and Lancaster St., S. E. Comer. 

Corning and Cleveland, S. E. Corner. 

Georgia and Ashley, X. VV. Corner. 

Church and Clara Terrace, S. E. Corner. 

The following (late X'alves were set during 1911 * 

4-lXCH DOMESTIC SYSTEM. 

Enterprise, V\ est of Rushing. 
Enterprise, VVe-^t of Rushing. 

6-IXCII DO.MESTIC SYSTEM. 

Victoria .hhI Monroe. 

ParktT ;i!i(i l)u\;il. 

Hta\<'r, Wist side of (\d;ir. 

l>t.i\tT, l-'.lst sjdo of CI. IV. 

l)ii\.»I. West *.i<U »>f (\<I.ir. 

Diual, I".ivt Nide of Cla>. 

I).i\is at'd fifth Stnets. 

W .limit. S. nth ^'u\c of I iftli. 

Iitth. W rst ^lile of \\ .,1mhI 

( or'iitJk'- I'.i^i ^i<h- of CK-\i'].if<l 

( luinli. I-.ist si*l( of (Irxchiiul. 

Iil'th. I .i-^t -nU- <it .M.iiii 

I If'.'Mrd. S..nth <>f Iif'ii 

I :tlh. Ixtw.rt, Hiil.iMTd .i-ul M.irkrt 

I mil, W . -» >i.!r <.f I r. ri\ 

Kurr-^i'U* \\t.iiiu- . * t\ Willow I'r.iiuh \\iMiie 

KiMr^;.'. \ 1! iM .!• .! ( 'n rr> 

I,". -t< r ^i . t -t -!.!« <*i KutT-hlt \\ti'tic 
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Riverside Avenue, East of Margaret St. 
Riverside Avenue, North side Gilmore St. 
Riverside Avenue, South side Gilmore St, 
Eighth St., West side Liberty St. 
Georgia St., North side of Church St. 



8-INCH DO:^IESTIC SYSTEM. 

Bay St., East side of Laura St. 
Bay St., West side of Laura St. 
Estelle St., North side of Highway Ave. 
Highway Ave., East side of Estelle St. 
Rcservoir-by-pass Water Works. 



10-INCH DOMESTIC SYSTEM. 

Ninth, East side of Liberty. 

Ninth St., West side of Walnut St. 

Davis St., South side of Missouri St. 

Liberty St., South of Fifth. 

Laura, North of Bay. 

Laura St., North side of Forsyth. 

Silver St., South side of Eighth St. 

Davis St., North side of Kings Road. 



12-INCH DOMESTIC SERVICE. 

Third St., West side of Laura (well line). 
Main St., East side of Cedar St. 
Union St., West side of Julia St. 



14-INCH DOMESTIC SERVICE. 

Cedar St., South side Union St. 
Well Line, Water Works Grounds. 



20-lNCH DOMESTIC SERVICE. 
Cedar St., North side of Union St. 

24-INCH DOMESTIC SERVICE. 
W^ater Works Yard, Reservoir Line. 
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SIZE AXD LENGTH OF DOMESTIC DISTRIBUTIN*. 
SYSTEM MAINS. 

DisTRini TINT. Mains. 



Si7C 


Total No. Ft. 


No. Ft. Laid 


Toul No. Ft. Toul No M-'* 




1910 


1911 


I9II 


1-:; 


4 


7,045 


24 


7.069.0 


1^ 


6 


194.760 


6,592.5 


201.352.5 


38 13 


8 


37,2fjO 


390.5 


37.650.5 


713 


10 


126,410 


374.5 


126.784.5 


24 (tl 


12 


6.478 


348.0 


6.8A>.0 


I3i' 


14 


4,893 




4.893.0 


gj 






16 


8.424 





8.424.0 


W-. 


3) 


6.992 




().992.0 


\}d 


Total 


399.991.5 


75 75 






Supply Mains. 






12 




1.094.0 






24 




2.f>4^).0 


2.(>4^).0 





TOTAL NUMBER VALVES IN SERVICE ON DISTRIBL'TIV*. 

SYSTEM. 



Si/f 


Total Sit Previous 


Total Sot 


T<»l.»I ii 




to 1911 


1911 


Sor\icc 


4 


1 ? 


2 


24 


u 


34n 


21 


3<x3 


8 


51 


5 


5<» 


!(► 


51 


8 


59 


12 


13 


2 


15 


14 


3 


1 


4 


u. 


7 


— - 


7 


J«» 


16 


1 


17 



Tnial z^^}s 42 545 

V\l VIS SIT ()\ SriMMA' SYSTE.M. 

1 
14 1 

1\ 1 

T'.t.tl iiuiijlKr ni lire n>«iratit> \\\ scr\irc DfctinNer 31, 1910... 'CJ 
hti.il mmil)* r i f I- ire H\<ir.mt^ \\\ scrvici- DcctinlKT 31, 1911.... '^5 
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WATERWORKS STATISTICS. 
Report of 1911. 
Plant built in 1879-80. 
Owned by the city. 
Present valuation, $987,964.79. 
Source of supply, tlowing artesian wells. 
Mode of supply, direct pumping and to water tower. 

PUMPIXG. 
Builders of pumps, II. R. Worthington and Fred M. Prcscott 
Steam Pump Company. 

Builders of boilers, Babcock & Wilcox. 

Fuel used, crude oil. 

Oil consumed, average per day, 30.62 barrels. 

Total gallons pumped, 1,860,829,869. 

Average dynamic head, 150 feet. 

Number of gallons pumped per barrel of oil, 166,483. 

Cost of pumping based on pumping station expenses, $25,518.44. 

Per million gallons pumped, $13.71. 

Per million gallons raised 100 feet high, $9.14. 

CONSUMPTION. 
Population 1910, U. S. Census, 57,699, estimated now, 68,00(1. 
Total gallons supplied, 1,860,829,869. 
Average daily consumption, 5,098,164. 
Gallons per day to each inhabitant, 74.97. 
Gallons per day to each service, 609.9. 

DISTRIBUTION. 
Mains, cast iron. 
Size, 4-inch to 20-inch. 
Extended domestic system, 7,705.5 feet. 
Total in use, 75.75 miles. 
Fire hydrants added to domestic system, 13. 
Number in use at this date, 685. 
Stop gates added to domestic system, 42. 
Number in use at this date, 545. 
Pressure, domestic, 62 pounds. 
Pressure, domestic system for fire, 100 pounds. 

SERVICES. 
Materials, galvanized iron and lead. 
Services added, 1,042. 
Number in use, 8,359. 
Meters, added, 940. 
Number in use, 6.412. 
Per centage of services metered, 76.7. 
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SEWER DEPARTMENT REPORT. 



Jacksonville, Fla., December 31, 1911. 

To the Trustees for the JVatenvorks and Improvement 
Bonds of the City of Jaeksoninlle, Florida. 

Gentlemen : 

I herewith submit a reix)rt of the sewer department for 
the year ending December 31, 1911. 

The sewers have been flushed regularly through hose 
from the fire hydrants and from the automatic tanks. A 
number of defective joints in sewers have been repaired. 
Ninety-five feet of eight-inch terra cotta sewer was relaid 
in Beaver street between Davis and Lee streets. Forty- 
eight feet of fifteen-inch terra cotta drain was relaid in 
Myrtle avenue, north of Enterprise street, and one hun- 
dred and ninety-five feet of fifteen-inch terra cotta drain 
in Eighth street between Hubbard and Liberty streets. 
Another twelve-inch motor-driven centrifugal pump was 
installed in the Springfield pumping station. 

EXTENSION OF SEWERS AND DRALXS. 

The following sewers were laid under contract with 
F. W. Long & Co. : 

8-1 XCH TERRA COTTA. 

Highway from Devine to City Limits 3,207.6 ft. 

Eighth Street from Marginal Line to Davis 1,693.8 ft. 

Davis Street from Missouri to Kings Road 1,594.8 ft. 

Riverside Avenue from King to Mallory 1,603.3 ft. 

Lydia from James to King 1,036.8 ft. 

Mallory from St. Johns Ave. to Riverside Avenue 365.1 ft. 

Grape Street from Osceola to Goodwin 1.162.6 ft. 

Cleveland Street from Missouri to Kings Road 642.8 ft. 
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Church from Myrtle Avenue to East Street Mj 7 •• 

Enterprise from Cleveland to Myrtle 1 .355 2 it 

Blanche Street from Enterprise to 50 feet north 5jhi " 

Minnie Street from Enterprise to 50 feet north 5**'' u 

Aubert Street from Enterprise to 50 feet north 5*hi •• 

Dewitt Street from Enterprise to 50 feet north 5«ni i, 

Howell Street from Highway Avenue to 18 feet 'iouth.. . lXi» •• 

Carl Street from Highway to 18 feet south !?*<' m 

Estelle Street from 48 feet north of manhole Highway i<» 

24 feet •^outh 72 «' ft 

^2^77 7 tt 

10- INCH TERRA COTTA 
Osceola from Highway Avenue to Irene 55<'h tt 

10-1 XCH CAST IRON. 
Cleveland Street from Missouri to Third ^^27'^ tt 

12-IXCH CAST IROX. 

Missouri from Cleveland to I'ifth 234't !• 

50 sewer manholes were built by F. VV. Ixnig & Co. 

The following .sewers were Imilt and laid hy the iS\\\ : 

(vIXCH TKRR.V COTTA. 

State. Fast of Julia 13» f* 

State. W e-t of Jrffersoii 4/v ;i 

Davis. .South of Hay lU. ft 

Fourth. F.ist of I hihbard KV* ft 

82" t 
8 INCH TFKR.\ COTTA. 

Cluirih. I'ast of \\ f.-ire 75 tt 

Tlur.l. i^l^t nf .Markrt I lO tt 

M..rkit, North «)f hittli 75 !t 

Market. North of Sixth «' t* 

Hul.i.ard. N-.rth of hoiirtli *^.^!t 

Hnhhanl. S..ntli of l-Miuih *** ft 

I ..iirh. W.st . f H-'i.'ur.l 71 tt 



(i^ t* 



15 -^twir i'*.i! h' »]( s Wire hiii!t h\ C it> 
AMi r*-tu.t . tiotis win- put in pr<\i'»us to pavint; 
54(1 |',,"v, , ..' re. ti<'"s 'it MUtr- wcri- laid 
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The following drains were laid under contract with 
F. W. Long & Co. : 

12-INCH REINFORCED CONCRETE. 

Highway Avenue from Holloman to Smith 259.4 ft. 

Highway Avenue from Lime to Palm 421.6 ft. 



681.0 ft. 

15-INCH DOUBLE STRENGTH TERRA COTTA. 

Adams Street from Georgia to Florida Avenue 582.0 ft. 

VanBuren, from Monroe to Adams 306.9 ft. 

Georgia, from Duval to Church 96.2 ft. 

West Church, from Johnson to East of Stuart 198.5 ft. 

Enterprise Street from La Villa Park to Aubert 56.6 ft. 

Johnson Street from Union to South of Corning 533.7 ft, 

Beaver, from East Johnson to West Johnson 108.5 ft. 

Lee Street from North of Beaver to Church 601.6 ft. 

Spearing Street from Argyle to Third 639.5 ft. 

Third, from Ionia to Clarke 275.9 ft. 

Third Street from Liberty to Hubbard 956 9 ft. 

Eighth, from Silver to Laura 486.4 ft. 

Riverside Avenue from Post Street North 267.0 ft. 

Riverside Avenue from Margaret to May 165.7 ft. 

Union Street from Liberty to Hogan's Creek 139.4 ft. 



5,459.8 ft. 
15-INCH REINFORCED CONCRETE. 

Highway Avenue from Lime to Devine 901.3 ft. 

Highway Avenue from Holloman to Estelle 1,019.4 ft. 

Holloman Street from Highway Avenue North 532.8 ft. 



2,455.5 ft. 
24-INCH BRICK. 

Lime Street from Highway to Phyllis 302.1 ft. 

Lime Street from Highway to Phyllis (Bryan & Co.) 345.2 ft. 



347.3 ft. 
30-INCH BRICK. 
Alley West of Palm from Manhole Lewis Street North to 

Creek 497.9 ft. 

Alley West of Palm from Manhole Lewis Street North to 

Creek (Bryan & Co.) 302.4 ft. 

800.3 ft. 
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The following drains were laid by the City : 

15-IXCH REINFORCKD COXCRKTR 

Fifth, from Liberty to Market 5<>5 f i 

Riverside, West of King t*) it 

Sixth from Liberty to Market 4H4 tt 

12 IXCH TKRRA COTTA. 

Fifth, from Market to Hnbl)ard 475 ft 

State, from Julia to Fiof^n 171 ft 

Highway, from Copeland to Gaude 5K5 tt 

Gilmore Sonth from Riverside tl^ t? 

1J«M ft 
'»^l\CH DOUBLE STRENGTH TERRA COTTA 

Second Street West of Laura Jl*> ft 

James Street North and South across Riverside 75 ft 



rs ft 



79 catch basins were built, 26 catch basins rei>aire<l an*! 
20 drain manholes were constructed by the city. 

i2 drain manholes were built by F. W. Long & C'« ». 

TOTAL LENGTH OF SEWERS DECEMBER 31. 1911 M-- 

in Linear Feet ! i* ■* 

T (\ 6" 8.7J4 ,.; ' ' < 

r C. H" . ... 2H2M\.7 ■ ' , 

T.C.. 9" 6.755 

T.C. 10" 18.603.8 , 

T C, 12" I |16.(M4' ' 

T C. 14" ' i , ' 

T C, \y' ' 2.913 

T.C. If)" ; I ' ■ 

I' C. 20" ■ I I 5<i*> 

T.C. 24" ' ' l.h>7 

C \ . (>" ' 2S)2 

C I . 8" 6.234.0 . ...' ' 

C I . <r I • 

C I . Hr 8.l2t).9 

C I. 12" 10.132 ' 

C I . 14" 2.958 

C I, H" ■ 

C I . lr»" ' ' 1.601 ... 

C 1 . 2'»" ' 

C I . 24' ' l,*'2 

'I'. Ml '^'M') 2.^H.y75 7 t,,7rr 2h,72A 7 2r..irf» 2.9^H 2.913 1.601 5^iO 3.i>f*> ?*»- 

']'>*. i] .iin.'iint <if sr\\«'r. .V)8/>.^8 4 linr.tr trot — 7(M) niilev 
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TOTAL LENGTH OF DRAINS DECEMBER 31, 1911. 





in Linear Feet 


R. C, 60"xl6" 








R. C, 48"x24'' 








R. C, Circle, 15" 








R. C, Circle, 12" 








Brick, 40" 








Brick, 36" 








Brick, 30" 








Brick, 24" 








Cast Iron, 24" 






661' 


Cast Iron, 20" 






423' 


Cast Iron, 16" 






848' 


Terra Cotta, 30" 


588' 




Terra Cotta, 24" 


4,941' 




Terra Cotta. 20" 


9,584' 




Terra Cotta, 18" 


453' 




Terra Cotta, 15" 


18,780' 




Terra Cotta, 12" 


18,611' 




Terra Cotta, 10" 


1,109' 




Terra Cotta, 8" 


2,480^ 




TOTAL 


56,5^ 


kS' 


1.932' 



Man- 
holes 



923' 
6,695' 
8,076' 
17,538' 



33,232' 



524' 

280' 

3,502' 

681' 



4,987' 



297 



Total amout of drain, 96,697 linear feet= 18.31 miles. 



Respectfully submitted, 

R. N. Ellis, 

Superintendent. 
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ELECTRIC DEPARTMENT REPORT. 



Jacksonville, Fla.. December 31. UMl. 

To the Trustees for the IVatenvorks and Improz'emmt 
Bonds of the City of Jacksomnlle, Florida. 

Gentlemen : 

I herewith submit a report of the <>i)eralion i)f the 
City Electric Light Department for the year ciulin^ 
December 31st, 1911. 

The financial statement showing the earnings antl the 
operating expenses for the year will be founil in tictail 
on subsequent pages. 

The out-put of current for the year was 10,205.35S K 
W., or an increase over last year of 2.623,432 K. \\ . 

On the 18th of Januar>' we t(K)k over all ser\ices with 
lines, poles, transformers and meters from the Jacks* .»- 
ville Electric Company, as per a previous agreement ma<ic 
with them when their franchise was renewed by the Cii> 
Council. This added to our load some 60 K. \V. of lijjhts 
and 936 H. P. of elevators and motors. 

The 750 K. W. D. C. 500 Volt motor generator xfi 
bought last year was put in service on the 10th of January. 

After considering the general plans of the New Power 
Station submitted by the Scofield Engineering Com|>any 
of riiiladclphia. they were adofUed by the lk>ani. Hid^ 
for tlie Buildings, (liimneys. Machinery, etc., were ojiencil 
on the 24th of March; other parts were let from time to 
time as details were coni|)leted. Work has progressed n4» 
that at tl)t' dose of the year the foundations were in. ami 
the steel frame of the buihh'ng and two batteries of l)oilers 
are heini: erected. Tlie reinf<»rced concrete Chimney is up 
to a lieii/lith of 175 feet. 
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Our load having out-grown the smaller turbines, and 
the Curtiss 500 K. W. being in the way of the proposed lay- 
out of the sub-station, it was sold together with its auxil- 
iaries. The machinery of the Station is in good running 
order; a number of minor repairs have been made to boil- 
ers and auxiliaries. 

On the 24th of April a number of coils w-ere burnt out 
of the stator of the 1500 K. W. Turbo-generator and a 
number of the stampings were damaged. The trouble was 
probably caused by the excessive over-load we had to 
carry for some time on our machinery. The damaged 
stampings were replaced with new ones, a new set of coils 
put in, and the machine w^as put back in service on the 
29th of June. 

On October 14th the spindle of one of the 1500 K. W. 
steam Turbines was sprung so badly that a new spindle 
had to be ordered to replace it. The machine was put in 
service again on the 21st of November. 

TRANSFORMERS. 

124 Transformers aggregating 1,273.5 K. W. capacity 
have been purchased during the year, 27 were burnt out 
and w^ill be exchanged for new ones, and 84 were repaired 
and tested in the shop. The total Transformer capacity 
now in service is 7,960 K. W. 

METERS. 

1073 meters were purchased during the year, 478 
meters were repaired and calibrated at the shop, and 4.680 
meters were examined and tested in place. Total number 
of meters now in service 6,834. 

Respectfully submitted, 

R. N. Ellis, 

Superintendent. 
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ELECTRIC LIGHT PLANT STATISTICS. 

Report of 191 L 

Plant built in 1895. 

Extended in 1898, again in 1901, again in 19l>3, anf! again in l*^t* 

Cost of original plant $ 7t\iC}^ ''> 

Present valuation $5W^V4 >5 

MACHINERY. 

Four Babcock & Wilcox boilers of 350 horseiM)wcr r.uh. f r 
Aultman & Taylor boiler of 350 horsepower, one of 250 !utrM-f>«.w« ». 
and two of 500 horsepower each. 

Two 500-K. W. .Mlis-Chambcrs alternating turlH)*gctuTator* 

Two 1500 K. \V. Allis-Chambers alternating-tuHw> grnirati-r- 

The following street lights are supplied : 

296 4-anipere luminous arcs at $5.00 per month each 

276 4-ampere alternating arcs at $4.50 per month each. 

220 series Tungstens at $2.08'4 P<?r month each, of 75 watt^ 

54 60- watt Tungstens at $1.25 per month each. 

CHARGES FOR LIGHT AND POWER. 

Incandescent lights are charged for by meter measurenufi ••• 
a sliding scale from 7 cents per K, W. to 5.6 cents, accordiiiK !•> 
(|nantity consumetl. 

Not less than a minimum charge of $2.00 per month i* mA*W 
for any serxice. 

The city pa\s for the lights used for public buildings at rh. 
same rate as alM)ve. 

Power is charged for on a sliding scale from 7 to 2 cei ts !»* r 
K. W., according to (inantity used. 

A nnniminn cliarge of $1.(M) per month per horsepower of m.-' r 
i^ nia<le f(»r elevators. 
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FIRE DEPARTMENT REPORT. 



Jacksonville, Fla., December 31, 1911. 

To the Board of Trustees for the Watenvorks and 
Improvement Bonds of the City of Jacksonville, 
Florida. 

Sirs: 

I have the honor to submit the annual report of the 
Fire Department, for the year ending December 31, 1911. 
The seventeenth since you have had charge of the Depart- 
ment, the twentieth since I have been its Chief, and the 
twenty-fifth since its organization. This report contains 
a statement showing the causes of all fires and alarms that 
have occurred during the year, as nearly as could be ascer- 
tained, with an estimate of the value, insurance, property 
loss, and insurance loss, on buildings and contents. Also 
other information as I believe will be of interest. 

MANUAL FORCE. 

The manual force was increased by the addition of 
tw^o men January 1st and eight men July 1st, making the 
total seventy-eight, assigned to duty as follows: One 
chief, one first assistant chief, one second assistant chief, 
nine foremen, one assistant foreman, four engineers, two 
stokers, fifty-eight drivers and privates, and one superin- 
tendent of fire alarm. 

APPARATUS. 

There was added to the apparatus during the year one 
combination hook and ladder chemical and hose wagon, 
for Station Number Five. 

The apparatus in service is as follows : Two service 
hook and ladder trucks, three combination chemical and 
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hose wagons, five plain hose wagons, one of which carries 
three-inch hose, two steam fire engines, and chief's auto- 
mobile. The reserve apparatus consists of one fifty-five 
foot Hays aerial hook and ladder truck, one two-horse 
hose wagon in good repair, one two-horse wagon usetl for 
a coal wagon, and two chief's buggies. 

hose;. 

I*"ive thousand feet of two and one-half inch hose was 
purchased during the year, and two thousand eight lum- 
dred feet was condemned. Of the condemned hose there 
was sold to the City and others two thousand one hundretl 
and seventy feet; leaving on hand fifteen thousand six 
hundred feet of serviceable two and one-half inch, and two 
thousand feet of three inch hose. 

HOUSES. 

Station number one in fair condition. Station numl)er 
two is in good condition. Station numlKT three is in fair 
condition. Station number four: The front sixty feet of 
this house is brick veneer, and is in iKK)r condition; this 
hon^e is not large enough, and some steps should l>e taken 
to get new (juarters for this company. Station numlnrr 
the i> in good conditicjn. Station number six is in go<Hl 
condition. Station number seven, is a new building, with 
buff brick front. two-st(»ry, and is a very comforta!>!e 
house. 

HOKSKS. 

1 luTc were ft air h<»rscs purchased during the year, 
(iiie was SI lid, and one died, leavincT thirty in service. The 
iviFM's are use<l as follows; Imhit for the hook and la<Mer 
tnuks. f«.!ir for the eiUMues. sfvetUeen for the combina- 
tions aticl h»»sf watiMUs. and one t<»r the t'lre alarm wagon. 
leav iiii^ four extra. 
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IMPROVEMENTS DURING THE YEAR. 

There was a new house built, and a company with a 
hose wagon and six men estabhshed July 1st, on the Kings 
Road, near Davis street. This company has been a big 
help to the Department in the northwest portion of the 
City. A new hose, chemical and ladder truck was pur- 
chased for station number five. Four hose clamps were 
added to the equipment. Three collar hames and harness 
were purchased, and two sets harness hangers. 

HIGH PRESSURE. 

The high pressure station and mains were transferred 
to the Fire Department on the first of January. It was 
given an official test by the engineers of the National 
Board of Fire Underwriters. The pumps discharged 
singly. No. 1, 2750 gallons, pump No. 2, 2740 gallons, and 
jointly 5166 gallons per minute. The recommendations 
regarding the power plant will be corrected when the new 
electric plant is finished. Recommendation number two 
has been corrected. Recommendation number three has 
not been complied with. Recommendation number four 
has been attended to. The service has been used on 
several fires during the year. At the fire in the store of 
the S. B. Hubbard Company January 1 1th and the fire in 
the yards of the Atlantic Coast Line Railroad on January 
22nd, if it had not been for the use of the high pressure 
system I believe the loss would have been several times 
as large. I cannot refrain at this time from recommend- 
ing its extension at the earliest possible time. 

FIRES. 

The Department responded to three hundred and fifty- 
four alarms during the year, being three less than in nine- 
teen hundred and ten. The Department has had to fight 
several fires during the year that had gained considerable 
headway in very dangerous buildings, but with the large 
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streams from the high pressure system was able to keep 
the fire confined to its place of origin. 

CAUSES OF FIRES AND ALARMS. 

Unknown 71 

Sparks from chimney 53 

False alarms 21 

Defective flues N 

Gasoline 15 

From stoves 11 

Carelessness with matches 11 

Supposed incendiary In 

Carelessness with gasoline 7 

Defective electric wires 7 

Kerosene oil lamps 7 

Kerosene oil stoves o 

Sparks from locomotive (> 

Sparks from furnace (> 

Defective fire place 5 

Spark from flue hole 

Children playing with matches 

Chimney burning out 

( irass burning 

Stnoking in bed 

Defective chimney 

Smoking flues 

I .i ve coals 

( irca.se t)urning 

PVom furnace 

(iasoline stoves 

Out of limits 

Ci*rarctte stumps 

Paper in flue hole 2 

Rats and matches 2 

( htt of city 2 

Carelessness 2 

S|)ark from electric motor 2 
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Lime slacking 2 

Fiber burning. 2 

Carelessness with fire 2 

From gas lamp 2 

Spark from fire place 2 

Pot of paint 

Fire pot 

Pot of tar 

Overheated stove 

Lamp turning over 

Paper burning 

Gasoline tank leaking 

Hot ashes on dump 

Defective stove pipe flue 

Smoke from gas heater 

Smoke from stove 

Gasoline light 

Trash burning 

Cigar stump 

Spark from steam roller 

Tinner's fire pot 

Defective hearth 

Spark from pile driver 

From gas jet 

Burning sulphur 

Overheated hand iron 

Defective ash pit 

Overheated pipe 

From ash pit 

Carelessness with gas stove 

Spark from picture machine 

Spontaneous combustion 

From gas stove 

Pot boiling over 

Hot ashes in wood 

Carelessness with light 

From smoke oven 

Hot ashes in can 
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Fire works 1 

Smoke from forge 1 

Total 354 

The alarms were received as follows : 

Box alarms 215 

Telephone alarms l\h 

Still, or verbal alaniis 23 

354 

Time consumed at fires from September 1st. 1 10 hours 
and 55 minutes. 

GENERAL STATISTICS AS TO FIRE LOSSES. 



Property Directly Involved ActnAl Lo«fte« 

Value 



Buildings $1,297,125 

Contents 1,346,450 

Totals $2,643,575 

Itss fvfr Itsiraice 



, Property InsuraiKe 

Iii»ar«ncc lo^^ Lo« 



$ 977.950 $ 79.777 $ 72.302 

1.099,450 113.289 100.832 

$2,077,400 $ 193,066 $ 173.134 
19.9T2 



FIRE ALARM TELFIGRAPH. 

This branch of the service was increase<l during the 
year by the adthtion of three miles of wire, and three new 
lK)xes located as follows: 

118 lM)ot of Washington Street. 
67 Corner of Jefferson and State Streets. 

121 Anheuser-IUisch Building. 

The alarm consists of one ten-circuit autcmiatic 
repeater, one ei^dit-circnit storage batter)' controllir.c 
l>oar(l, one hundred and sixty-fcnir cells storage batter\ . 
ninety-tuo key l)oxes with glass key-guards, nine keyle^^ 
lK)xes, a total of one hun<lred an<l one. Ten fifteen-inch 
goii;^^, three cii^ht-inch gong*;, thrtn.' six-inch gongs. *>ne 
ta|>p(T. sixty-two miles of insulated copper wire, and 
sixty-t'ive jmlc*^. 
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ACCIDENTS TO EMPLOYEES. 



Date 




Name 


How Injured 


Days 
Lost 

31 


' Indemnity 
, Paid 


Jan. 1st 


F, 


L. Anders 


Horse stepped on toe 


1 $ 80.00 


Jan. 11th 


J. 


M. Smith 


Fell from ladder 


173;^ 


404.65 


March 24th 


J. 


J. Duggan 


Ankle Injured 


38 


75.50 


July 8th 


J. 


S. Davis 


Injured instep 


85 


221.95 


October 13th 


C. 


C. Brown 


Injured toe 


3 


7.25 


Dec. 


J. 


J. Williams 


Sprained ankle 


2% 


4.35 


Dec. 


B, 


B. Wyse 


Horse stepped on foot 


4 


, 9.65 



Total . 



336^ I $803.35 



In addition to the above there was paid for doctors' 
bills, funerals and medicine seven hundred and seventy- 
seven dollars and twenty-five cents ($777.25), making a 
total of one thousand five hundred and eighty dollars and 
sixty cents ($1,580.60). 

In connection with this report as to employees, I most 
earnestly recommend that some steps be taken to protect 
the members of this Department that get injured and 
incapacitated in this service. 

In conclusion I desire to thank the officers and mem- 
bers of this Department for the faithful manner in which 
they have performed their duties, for to them a large 
amount of the credit is due for the efficient work of this 
Department during the year. 

To your honorable body I wish to extend my thanks 
for the many kindnesses shown me since my connection 
with this Department. 

Respectfully submitted. 

T. W. Haney, 

Chief Fire Department. 
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POLICE DEPARTMENT REPORT. 



Jacksonville, Fla., Deceml>er 31, 1^>11. 

To the Mayor and Board of Bond Trustees of the Ctty 
of Jacksonville, Florida. 

Sirs : 

I herewith suhmit the annual reiK)rt an<l statistics t»i' 
the Pohce Department for the year of 1911. l>eing the 
thirteenth reiK)rt since the present City Charter \va> 
enacted, and the fifteenth reiK)rt since I became Oiief «»! 
Police. 

The statistics si)eak for themselves and c*^iment i^ 
unnecessary. Suffice it to say that the volume of business 
transacted during the past year is far in excess of that of 
precedinj*- years. This is not due so much to the increaMr 
of crime as to the rapid jj^rowth of our City, and to tlie 
cnlarf^ement of the Police iMjrce. 

I wish to com!nen<l the officers and mem!>ers of the 
Department for their faithfulness to duty and f«>r their 
cheerful i)erformance of the many extra duties re<|uired <»f 
them (luring the year just etided. I congratulate the 
nu-mhers of the force on the excellent discipline main- 
tained by them as, with the exception of a few miiiMr 
otTcnscs. there was uot a single breach of <liscipline scrums 
cnniit^Mi tobcbroiigln to the attention «>f the Board. 

I he etVicicncy of the DepartmeiU has l>een ureail\ 
uKTcasfd by the purchase and installation of ilie aut'»- 
patml wag»»n. This machine has added greatly to «iur 
abtlilv to j^i\e punnpt anil ctVuicnt service and to ]>ri>- 
\ idc f'»r any enierj^cncv . The purchase and installation 
Mt ilie Cadillac ni*»iMr car is :niMthcr great helj) to ilic 
I )eparinRnt. 'Mils car was Ix.ni^'ht towards the closf of 
the \car a:id its ustfnhu-ss at otnc became ap|mrenl. 
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I regret to announce the death of Patrohiian Edward 
R. McKewn which took place on the third day of August, 
191 1. He was a member of the Department for upwards 
of sixteen years and was a faithful and efficient officer. 

I regret likewise to announce the death of Patrolman 
Luther B. Henderson who was shot on the night of 
December the 27th, 1910, by Leonard Watson, alias Leon 
Seat w hom he detected in the act of committing a burglary. 
Patrolman Henderson died from the effects of the wound, 
January the 26th, 1911. Although a member of the 
force for only a short time, he gave promise of being a use- 
ful and faithful ix)liceman. 

I wish to thank his Honor the Mayor for the many acts 
of courtesy wltich he has shown to the Department during 
the year. I also wish to thank the Honorable Judge of the 
Municipal Court for his efforts in aiding the police in 
their endeavor to suppress crime and disorder. To the 
members of the City Council are due the thanks of the 
Department for allowing us sufficient funds to carry on 
our work. To your Honorable Body I wish to extend the 
thanks of every member of the Department for your con- 
stant attention to the wants and the welfare of the men 
and, on my own part, I wish to thank you heartily for the 
many acts of kindness and courtesy shown me during the 
year just ended. 

Respectfully submitted, 

William D. Vinzant, 

Chief of Police. 
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CHARGES AGAINST PRISONERS— YEAR 1911. 

Aggravated assault 2 

Assault and battery 18 

Aiding in an escape 1 

Assault with intent to kill 64 

Assault and larceny from the person 1 

Annoying travellers at the depot 16 

Asleep on the street ^ 

Assault with intent to commit rape 3 

Assault with intent to rob 4 

Assault with intent to commit sodomy. 1 

Attempt to break and enter 3 

Adultery 4 

Accessory to murder 1 

Breaking and entering 7Z 

Breaking and entering and grand larceny 6 

Breaking and entering and larceny 4 

Begging on the street 25 

Beating his way on a railroad train 4 

Breaking jail 3 

Bigamy 1 

Breaking glass on the street 5 

Bastardy 2 

Burglary 3 

Careless and reckless running of an automobile 30 

Cruelty to animals 44 

Carrying a concealed weapon 148 

Careless and reckless driving 51 

Conspiracy to commit an offense against U. S 2 

Common drunkard 16 

Conspiracy to cheat and defraud 1 

Careless and reckless riding 3 

Contempt of Court 13 

Carrying concealed weapon and larceny 2 

Cheating and swindling 3 

Compromising a felony 1 

Capias 1 

Discharging fire arms in the city limits 41 

Doing business without license 37 

Deserter from the U. S. Army 2 

Disposing of leased property 4 

Disposing of mortgaged property 1 

Disorderly conduct 702 

Disorderly conduct by fighting 645 

Drunk and asleep 612 
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Drunk and disorderly 2,458 

Engaging in a game of chance 3^*3 

Escaped city prisoner (>4 

Entering a building 3 

Entering a building and larceny 2 

Embezzlement 2H 

Escaped convict II 

Escaped from Reform School 3 

Escaped from County jail I 

Enticing a female under age of 18 years for purpose of prostitu- 
tion 2 

Enticing lal>or ' I 

Forgery 11 

False pretenses 3 

Fast and reckless riding of a motorcycle 5 

Fast and reckless riding of a bicycle 7 

Fast and reckle^s running of an automobile. 9 

l-'ast and reckless driving 4 

Fighting and vagrancy 2 

Grand larceny 47 

Having carnal intercourse with an unmarried female under tlio 

age of 18 years 5 

Hauling sand from the street without a permit 2 

1 1 igh way robbery 1 

Insanity 18 

Inmate of a di>i<>rderly house 358 

Inmate of a gambling house 147 

Interfering with an officer in the discharge of his duty 33 

In<leoent exposure of person 10 

Impersonating an ofhoer 1 

Inst.iUnijif electric fixtures without n permit I 

Jninpinvr his b'»nd 1 

Knlii;ippiiii; 1 

K« < fn*r of a (ii>'or<!erly house 13* 

Kr* j.< r of a ^TiinMHivr liou-^e 33 

K< f i»if w o[nTi. on S'lmlay, [)lace of busiiuss where liquor is ^.M I 
Ki ' jiifiy npi n. iir, SniMla). place of lui-^iiiess where licpior is sol 1 

ari<! sfl'piy li<nu»r on Sunday 3 

l-^i . 'iti t' oiKii. alter 12 p m . plart «»f liusiiiess whert licptor is 

..»!,! 2 

I i ..' !' L tt 'PI n"bU.i • (I ' n the strrrt 13 

I ir .• V 45^. 

I : • .' )•■ .. ';'.r\ ... I 

\1 If. I. I 17 

\f..''. '...'. 1 I .< h t .. 1 



Digitized by VjOOQIC 



ENI 



BBR 0| 



49 



White^ 
Males I 

January 304 
Februarj 334 . 
March . 293: 
April. . 
May . . 
Jane . . 
July .. 
Augrust - , 
SeptemlJ 
October J/l 

NovemM ^^^ 
DecemM 421 



257" 
; 277 
, 212. 
, 2391 
J 284. 

253' 



Tot 3,655 

Total 3,194, 

- 1 

Tolj 2,355 

— -» — -1 

Tod 2,272. 

Toll 2,036 

1 1 

Tan 1,7231 

TotI 1,147 1 

Ton 1,074! 

Ton 1,129! 

Ton 1.259! 

Ton 1,325. 

I i 
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Ell 
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En 
En 
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Esc 
Ent 

Ent 
For 
Fal^ 

Fa si 
F'a>t 
Fast 
Figl 
Grai 
Hav 

llau 
HiKi 
Ins.'U 
hiin;i 
Inin.i 
Inter 

Impt- 
Insia 

Jump 
Kuh.: 
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Kn pi 
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CITY BONDS REPORT. 



Jacksonville, Fla.. Decenil>er 31, 1*M1. 

The iK^nded iiulebtedness of the city has been increase* 1 
S35().(XX).(Kj since the rejKJrt of one year ajjo, there having 
been two sales of l)on(ls within the year 191 1. There were 
sold on the 6th of March, for cash dehvery the followinjj^ 
day, S100,(XK).()0 of *Tniprovenient I^mds of the City of 
Jacksonville, Issne of 1910" l)eing 100 Ixmds of 51,0)0 
each, dated October 1st. 1910, bearing five per cent inter- 
est i)ayable ^enn-annnally. the principal payable OctoIxT 
1st. 1936. This issne was sold to the Atlantic Xati«»nal 
Hank of Jackson\i|le for the snni of S109.379.9^> and 
accrned interest of $2,156.58 to date of sale. The other 
sale was made December ISth anrl c<»nsisted of 250 f<iur 
and a half per cent bonds of SI. (MX) each designate<l as 
^'Improvement lionds of the City of Jacksonville. Issne i»f 
1911." <lated November 1st. 1911. matnring Xovenilnfr 
1st. 1936, with iiUerest conf>ons matnring sc*ini-annnally. 
These bon<ls were sold to N. W. Halsey and Conii>any »»f 
49 Wall street. Xew N'ork. and were <lelivered I)ecenil)er 
l*^th. the company paying therefor the net cash snni of 
S2r^/t25.ii') and accrned interest amonnting to $1,483.51. 
litMidint,^ ordinance X<». K-5(). approve*! Jnne 24. 1910. 
pro\ir|cfl that tlu* proreerls of the SIOO.IMM) sale **ShaII l>e 
iwed ff»r widcniMLT. extending, opening, grading and pav- 
j.'c^r vTett^." while ( ity (ordinance Xo. L-22, af)pro\ed 
^nu-n^t J5. PMl. fixed the pnrj)oves of the December 
i-^nr. jir< >\ • '-nT -^^l^^^.'^^ ' i^" »r extending sewerage. $20.()(X» 
f..r .''•■,|"!t ,1) .^ till-n*^^ and irrading lands for parks, atnl 
S.>5.<' *■ > i**r b'l'l Imi:. extendinL; an.j improving the City 
\\ .iN-i w^'k-^ .m ' eleitric li^lit j)]anl^. The ontstandint: 
( 'T. K- .M.i- 'li' rrf. -le am. niiit to .<.M IS.no. HK) at this date. 

'1 1 e n !( w*-' ]»aid .'nri'-^^ the \ ear amonnted t^) 
.'^''.^,.^5<"» I. I. :il.!' ir a i"tal nf SI .n71 .3' »i ).83 jmid to this 
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date on the extant issues of City bonds, and leaving 
$5,775.00 of interest due, the coupons for which have 
not been presented to the City Treasurer for payment. 

STATEMENT OF INTEREST COUPON ACCOUNT. 

Coupons Paid During the Year Ending December 31, 1911. 

Series No. 30, due May 15th, 1909— 

From $1,000 bond. No. 641, being 1 at $25.00 $ 25.00 

Series No. 32, due May 15th, 1910— 

From $1,000 bonds, Nos. 127 and 456, being 2 at $25.00 

each 50.00 

Series Xo. 32, due May 15th, 1910— 

From $500 bonds, Nos. 904, 991 and 992, being 3 

at $12.50 each 37.50 

Series No. 33, due November 15th, 1910— 

From $1,000 bonds, Nos. 18, 20, 21, 68 to 73, 127, 188. 
189, 191, 197, 220 to 222, 226, 227, 231, 260, 266, 
300, 379, 380, 385, 386, 464 to 468, 471, 481, 482, 501 
to 503, 514, 521, 537, 539, 541 to 543, 552, to 556, 
572 to 575, 577, 602 to 606, 608, 609, 621, 622, 625, 
639, 641, 659, 665, 694, 705, 712, 730, 752 to 757, 
759 to 794, 814 to 817, 822, 824, 832, 833, 846. 853 

and 876, being 126 at $25.00 each 3,150.00 

Series No. 33, due November 15th, 1910— 

From $500 bonds, Nos. 902, 904, 907, 914 to 917, 953, 
954, 965, 966, 970, 972 to 977, 984, 991, 992, 1008. 
1010, 1011, 1018, 1025, 1033, 1040, 1043 to 1046, 
1049, 1073 to 1080, 1083, 1084 and 1088 to 1090, 

being 46 at $12.50 each 575.00 

Series No. 18, due November 15, 1910 — 

From $1,000 bonds, Nos. 61 to 63, 116 to 120, 123 to 
127, 140, 177, 178, 257, 258, 271, 273, 275, 318 to 
320, 322 to 324, 326 to 329, 341, 358 to 361, 367, 
368, 386 and 388 to 396. being 48 at $25.00 each . . 1.200.00 

Series No. 9, due July 1st, 1910— 

From $1,000 bonds, Nos. 51 and 52, being 2 at $25.00 

each 50.00 

Series No. 34, due May 15th, 1911— 

From $1,000 bonds, Nos. 1 to 415, 421 to 456, 458 to 
497, 499 to 530, 532 to 540, 544 to 610, 613 to 638, 
640 to 645, 647 to 650, 652 to 664, 666 to 701. and 
703 to 876, being 858 at $25.00 each 21,450.00 
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Series No. 34, due May 15th, 1911 — 

From $500 bonds, Xos. 901 to 903, 905 to 907, 91)9 to 
954, 963 to 992, 998 to 1019, 1021 to 1058. and \m) 
to 1092, being 175 at $12.50 each 2JK7 i-' 

Series Xo. 35, due Xovemlxrr 15th, 1911 — 

From $1,(X)0 bonds, Xos. 1 to 21, 23 to hO. 62 to ro, 
67. 74 to 137, 140 to 172, 175 to 178. 180 to 1K7, VAK 
192 to 19f>, 198 to 213, 215 to 217, 23) to 230, 232 
to 239, 241 to 259, 261 to 292, 294, 295, 298, 299, 
301 to 378, 381 to 384, 387 to 415, 421 to 456. 458 
to 470, 472 to 480, 48^) to 494. 496, 497. 499. 5(X». 
5(M to 530, 532 to 536, 538 to 540, 550, 551. 557 to 
5(*9, 577 to an, 607, 610, 613 to f)3). (y2i to 641, 
643 to 645, 647 to 650, 652, (M to WM, 6rrf> to 
672, 674 to 688, 690 to 701, 703, 704, 70t) t*> 711. 
713 to 729. 731 to 753. 755. 75(>, 758 to 813. 815, 816. 
818 to 821. 823, 825 to 845, 847 to 852. 854 to 85*\ 
859, mi and 862 to 874, l)eing 769 at $25.(K) each . . 19 J25 » » ' 

Series Xo. 35, due Xovcnil)er I5th, 1911 — 

From $500 JM)n<Is, Xos. 901 to 9(J3, 905 to 907, 909 to 
912. 914 to 921, 923 to 931, 933 to 954, 9r>3, 9r»5 
to 969, 971 to 975, 978 to 990, 998 to 1007. 1(119, 
1012 to 1019, 1021 to l(r24, 1026 to 1039. KMl. 
1(M2, 1047. 1048, 1050 to 1058. Mi) to 10K2, 10K5 
to 1087, and 1090 to 1092, being 152 at $12.50 each 1/Ai>'i« 

Series No. 19. <hie May 15th, 1911 — 

I-rom $1.(KK) bonds Xos. 1 to 27i, 275 to 330, 333 to 

Mt), being 397 at $25.00 each <>/^25«i' 

Scries Xo. 20, due XovemI)er 15th. 1911 — 

Ironi $1,000 Unnh, Xos 1 to 139, 141 to 160. Ui2 to 
UA, lU). \u7, UO to 211. 213 to 227. 230 to 250. 
2>7 to 2;(». 276 to 311, 315, 316. 33). 321. 325, 
3M), X^3 to 340. 342. 343. 345 to 3(4. 36t) to 368, 
371 to M<7, and 3<)7 to 4(11, biing 353 at $25.00 each 8X25 'I* 

Strirs \(» 10. djiv Jaiuiar> 1st. l^Ml — 

l-roin $1.«M» hoiuls, \,,s 1 to 4(10, bcitig 4(M) at $25«*) 

v'.uh UMn..i» 

Srn.s Xo 11. «uif jui> 1st, vn\-~ 

l-roin $l.l*M» bonds, \os 1 t(» ^i2. f»8 to 8M. 91 U) 3»<, 

211 to 2XK 2X3 to 4(11. bung 3UI at $25(1) cub.. 9,7ytnt* 

S. ri«- \o I. lUxv \prd 1st. l<>n - 

I>oin Jl.*"!) boiMK. \ms 4<»1. it» 5<»». being 1(1) at 

$J5'n r.uh . . 2.5*1" !► 
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Series No. 2, due October 1st, 1911 — 

From $1,000 bonds, Xos. 401 to 500, being 100 at 

$25.00 each 2.500.00 

Total interest paid during the year 1911 $ 93,350.00 

Total interest paid to December 31. 1910 978,040.83 

Aggregate interest paid to December 31, 1911 $1,071,390.83 

Leaving Coi:poxs Uuk and Outstanding December 31. 1910, bit 
not pre.sented for payment, as follows : 

Series Xo. 21, due November 15th, 1904 — 

From $1,000 bonds, Nos. 128 to 137, being 10 at $25.00 

each $ 250.00 

Series Xo. 25, due November 15th, 1906 — 

From $1,000 bond Xo. 531, being 1 at $25.00 25.00 

Series No. 26, due May 15th, 1907— 

From $1,000 bond No. 531, being 1 at $25.00 25.00 

Scries No. 27, due November 15th, 1907— 

From $1,000 bond No. 531. being 1 at $25.00 25.00 

Series No. 28. due May 15th. 1908— 

From $1,000 bond No. 531, being 1 at $25.00 25.00 

Series No. 29, due November 15th, 1908— 

From $1,000 bond No. 531, being 1 at $25.00 25.00 

Series No. 30, due May 15th, 1909— 

From $1,000 bonds, Nos. 531 and 725, being 2 at 

$25.00 each 50.00 

Series No. 30, due May 15th, 1909— 

From $500 bond No. 907. being 1 at $12.50 12.50 

Series No. 31, due November 15th, 1909 — 

From $1,000 bond No. 531, being 1 at $25.00 25.00 

Series No. 32, due May 15th, 1910— 

From $1,000 bond No. 531, being 1 at $25.00 25.(X) 

Series No. 33, due November 15th, 1910— 

From $1,000 bonds. No. 98 and 531, being 2 at $25 .(X) 

each' 50.00 

Series No. 33, due Xovember 15th. 1910— 

From $500 bonds. Nos. 908 and 993 to 997. being 6 

at $12.50 each 75.00 

Series No. 34, due May 15th, 1911— 

From $1,000 bonds, Nos. 416 to 420, 498. 531, 541 to 
543, 611, 612, 646, 665, 689 and 702, being 16 at 
$25.00 each 400.00 
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Series Xo. 34, due May 15th, 1911 — 

From $5(X) lM)ncis, Xos. 904, 908, 955 to 9(x>, 993 to 

997, 1020 and 1059, l>einK 17 at $12.50 each .... 212 5*' 

Series Xo. 35, due Xovember 15th, 1911 — 

From $1,000 bonds, Xos. 22, 61. 66, f)8 to 73. 13S. 
139, 173, 174, 179, 188, 189, 191, 197. 214, 218. 
219, 231, 240, 260, 293, 296, 297, 300. 379. .V«). .V<5. 
38^). 416 to 420, 471, 481 to 485, 495. 4*)8. 501 t<> 
503, 531, 537, 541 to 549. 552 to 556, 570 to 570. (i)2 
to 6()r>, 608, 609. 611. 612, f)21. 622, 642. t>U>, (o3. 
W>5, 673, 689, 702, 705, 712, 730, 754, 757. 814. 817. 
822, 824, 846, 853, 857, 858, 861. 875 and 87h. !Hin« 
105 at $25.00 each 2j^S'^^ 

Series Xo. 35, due Xovember 15th, 1911 — 

I'rom $500 lK>nds, Xos. 904, 908, 913. 922. 932. 955, «>.V) 
to 9(^2. 964, 970. 976, 977, 991 to <^)7, mm, loiO, 
1011. 1020, 1025. 1040, 1043 to 1046. 1(M9. l()5Q, 
1083, 1084, 1088 and 1089, being 40 at $12.50 each >■•«!. 

Scries Xo. 18. due Xovember 15th, 1910— 

From $1.(HK) bond Xo. 274. Ikmuk 1 at $25.00 2S*** 

Series Xo. 19. due May 15th, 1911— 

From $1.0(K) bond Xo. 274. beins I at $25 (X) 25 •■ ■ 

Serifs Xo. 20, due Xovember 15th. 1911 — 

From $1.0(K) bonds. Xos. 140. 161. 165. l()8. 212, 22S, 
22^), 251. 2S2 to 25^>, 271 to 275. 312 to 314. 317 to 
31*). i22 to 324. 32U to 329. 341, 344. M6. M^K 

.VO and .Mii< to 3<)<). bein^ 45 at S^S.il^) each 1.125 '■» 

Srrics Xo. U, due July Kt. F^ll — 

From $1.1100 IwMjds. \<,^. (,3 to 67, 90, 3W, 210. 2S1 

and 2X2, bcin^' 10 at $25.(JO each 2'y** 

T«»t.tl aniMU'it or.tstandiuK DecemlKT 31st. 1*M1 $ 5.775 <■' 
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CiTv OF Jacksonville, Florida. 
MUNICIPAL WATERWORKS PI-.\XT. 



Balance Sheet December 31, 1911. 



ASSETS. 

Plant Accounts: 

Real estate $415,500.00 

Buildings 27,766.74 

Artesian wells, conduits and reser\'oirs 158,043.07 

Steam plant 46,820.57 

Street mains 310,793.13 

Fire hydrants 18,352.60 

Meters 60,326.65 

Tools and instruments 5,940.32 

Oflfice furniture and fixtures 1,163.79 $1,044,706.87 

Current Assets: 

Material and supplies $ 15,562.03 

Unexpired insurance 531.72 16,093.75 

Accounts Receivable : 

Accounts receivable consumers $ 6.701.49 

Accounts receivable miscellaneous 730.62 

Accounts receivable Committee on Public 

Works 987.91 

Accounts receivable Sewer Department 125.00 8,545.02 

Cash 579.72 

Profits transferred to other departments... 376,704.99 



Total assets $1,446,630.35 

liabilities. 

City of Jacksonville (from city bonds) $ 445,000.00 

Reserved for depreciation 56,742.08 

Surplus earned 928,762.91 

Bills Payable: 

Accounts payable $ 13.227.17 

Wages payable 2,493.48 

Unclaimed wages 43.71 15,764.36 

Bills Not Vet Due: 
Customers' deposits 361.00 



Total liabilities $1,446,630.35 
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City of Ja( ksoxmij.f, I-'i.oripa, 
MUNICIPAL WATKRWORKS PLANT. 

Statkmknt DiiKMnKR 31, 1911. 

Ditiiil of lianiiiUfS for the Year n^ii : 

Coniniercial water .sales $135,^)4«.S2 

Municipal water sales, sewer tlepartineiit 1,5<KMM» 

Municipal water sales, Puhlic Works Dtpartment 2,^^>\)\ 

Fire hydrant service (at $35.()() per l.^irant) 22,^t)m 

Tapping? receipts <^,K7'> ^5 

Total $171,934 7S 

Les^ rebates and adjustments NV72 

(iross earnings $171.S74(>r. 

Operalinj; expenses 7S.4.^J 17 

Xu earnings $ 03.443 ^<*> 

Per cent operating expenses to K^o^*' earninu"^ 4^'"' 

Pitiiil of lixf^rnst's for the JH/r njii: 
Cost i>f Supth' '"'^ Puinf'tnf/ — 

Ofefiitnu/: 

pout r plant waj^'cs $ fi,3i3 35 

Ini-l fnr p.. WIT 12.071..^t 

LnI>riiMnls and waste W»3 73 

Mivccllaiunn'^ '•npplies .nul exptiiscs 2 3<>7 15 

Tnt.il «»i.t ratinu $ 3>>^<o M 

hoii.rs s ijj»jn 

I*!nnpi'.« rii'jincs JJTi 45 

Mi-'« « I'ti"' o^]'^ -t.ilinii r*|tiiinin lit 7JJ'«S 

I'miI'Iii'v- and Myliirtv !4'>'i5 

\\rIU. ,o,Mi.i,'. nui\ r.Mr\<.,rs i.3J4*M 

V>>',i\ ni.tin!r".rh-t $ 4.^5JK3 

I..'. 1 ..-t m! -■.,.,,1. .,. .! jrn.ipi' II $ 25.51S-W 
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Cos* of f^'itrihuiu>n. 

Opcrattttif. 

(>peratinj5 arc laxni>< $ -tJ7'' 7^- 

f>peratinK meters 3/41 tt • 

Renewal of incandes<.*cnt lamps , *T7 ri5 

Miscellaneous distribution jpcratins; expens<-« rt,4l7H4 

Tot;*1 opc-ratifiK $ 15.^13 ;<? 

Xfainlenanct' : 

i )\ crhead system $ 7/v34.8f» 

Arc lamp^. SS'HiJ 

Meters 1,1X1 35 

('iistomer>' repairs and renewal 7/MM 

Total maintenance $ l/.Ulf'jlK 

Total rost of distril»ution $ 32,619.93 

(Ji'urntI expenses of the department: 

Salaries of K<^nera! officers , $ ZJtii 07 

Salaries of clerks 12,47L9f» 

PrintipK and stationary 3,483-9*t 

Storerr>om expenses 1^211*13 

Miseellaneou^ K*'nt*ral expense and ctffice sundries 1,933J»7 

IfiMirafxe 3.0U*»< 

Total K*i't*ral expenses $ 24,884 (19 

Total all expenses of operatinR the <lepartmcnt $159^45.01 

Tot.tl K U. H outpnt 10^05,358 

'l«;tal ojjeratiMK expenses per K. \V. H l.SWlc. 

('o*t of Mi.iimfai ture per K. W. \\ 997c 
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